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PREFACE. 


The work recorded in this monograph is supplementary to that in Publication 
No. 80 of the Carnegie Institution of Washington. Indeed, this is to be regarded 
as the second part of the above-named publication. 

The experimental work herein described was carried out by Dr. C. M. Stine, 
Dr. J. N. Pearce, Dr. H. R. Kreider, Dr. E. G. Mahin, Dr. M. R. Schmidt, Dr. 
J. Sam Guy, and Dr. P. B. Davis. These gentlemen worked from one and a half 
to two and a half years each upon the problems in question, and the credit for these 
investigations is due primarily to them. The experimental work done by each is 
clearly indicated in the text. 

'This work has to do not only with the condition of the dissolved substances in 
the pure solvents referred to upon the title page, but, as is also implied in the title, 
in mixtures of these solvents with one another. Relations of interest, and it is 
hoped of value, especially between the conductivity of the dissolved electrolyte and 
the viscosity of the pure and mixed solvents, are brought out. 

Harry C. JONES. 
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THE FREEZING-POINT LOWERING, CONDUCTIVITY, AND 
VISCOSITY OF SOLUTIONS OF CERTAIN ELECTROLYTES IN 
WATER, METHYL ALCOHOL, ETHYL ALCOHOL, ACETONE 
AND GLYCEROL, AND IN MIXTURES OF THESE 
SOLVENTS WITH ONE ANOTHER 


By 
HARRY C. JONES AND COLLABORATORS. 


INTRODUCTION. 


Investigations in non-aqueous and mixed solvents have been continuously in 
progress in the Chemical Laboratory of Johns Hopkins University during the past 
twelve years. The results of the first seven investigations in this field have already 
been published as monograph No. 80, by the Carnegie Institution of Washington. 
The present monograph contains the results obtained in this field during the past 
six years, and it is to be regarded as the sequel to monograph No. 80. 

A brief synopsis of some of the results obtained in the earlier work may not be 
out of place here, since it will serve to connect that work with the more recent, dis- 
cussed in this volume. 

The work of Jones and his cooperators comprises a uniform series of investigations, 
the same experimental methods being used in each. The conductivities were deter- 
mined by the improved Kohlrausch method. The bridge wire, resistance boxes, ther- 
mometers, etc., were all calibrated or tested against the same standard instruments. 

The conductivity water was purified by the method of Jones and Mackay,! and 
at 0? C. had a mean conductivity of 1X 1075, and about twice that amount at 25°. 
The alcohols were purified by careful distillations, after being boiled with lime several 
times. The conductivity of the ethyl alcohol was between 0.210 5 and 21075, 
and that of the methyl alcohol was about the same as that of thewater. Theacetone 
was dried by calcium chloride, and had an average conductivity of about 0.6» 107°. 

Viscosity measurements were made by means of the modified Ostwald viscosi- 
meter? The work of Thorpe and Rodger? was consulted for the values of the 
viscosity of water at 0° and 25°. 

The standard of conductivity is, in all cases, that of a fiftieth-normal solution of 
potassium chloride at 25°, which is taken as 129.7 reciprocal Siemen’s units. 

Jones and Lindsay undertook a further investigation of the phenomenon observed 
by Zelinsky and Krapiwin and by Cohen, namely, a minimum value of conductivity 
in a 50 per cent mixture of methyl alcohol and water. Thesolventsused were methyl, 
ethyl, and n-propyl alcohols, water, and binary mixtures of these liquids. The 
electrolytes studied were potassium, cadmium, and strontium iodides, ammonium 
bromide, and lithium nitrate. In every case it was found that the molecular con- 
ductivity of solutions in the mixed solvents was less than the average calculated from 
the conductivities in the components. In some cases, curves with well-defined 
minima were obtained at 0°, some of which persisted at 25°, while others developed 
into sagging curves with no minima. As a partial explanation of these facts, the 
following tentative suggestion was made: 

It is known that water and the alcohols are highly associated substances; that is, 
their molecules in the liquid state exist as complexes, the composition of which varies 
with the temperature. According to the hypothesis of Dutoit and Aston, only those 
substances that are associated can appreciably dissociate molecules. Hence, water 
and the alcohols, on coming in contact, lower the state of association of one another 


1А тег. Chem. Journ., 19, 91 (1897). ?Phys.-Chem. Mess., 2d ed., p. 260. 3Phil. Trans., 185, A, 307 Pun 
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until a condition of equilibrium is reached. The mixture, being now less associated 
than its components, should have less dissociating power than the latter, and this is 
actually the case in every instance studied. Moreover, the lowering of conductivity 
is more marked when the alcohols are mixed with water than when they are mixed 
with each other, because they are associated to a less degree than water. 

This conclusion was subsequently confirmed by Jones and Murray.’ By means 
of eryoscopie measurements with water, formic and acetic acids, and mixtures of 
these liquids, they showed that the molecular weights of these substances were 
always less, even in very concentrated solutions, than the values obtained by Ram- 
say and Shields, who had found that these liquids are all highly associated in the 
pure condition. 

Jones and Carroll? extended the work of Jones and Lindsay. The solvents used 
were water, methyl and ethyl alcohols, and various mixtures of these with one 
another. The electrolytes chosen were cadmium iodide, sodium iodide, calcium 
nitrate, hydrochloric acid, sodium acetate, and potassium iodide. Cadmium iodide 
in mixtures of methyl alcohol and water showed no minimum, except in the curves 
for V=16, V 232, and V 264 at 0°. Here a minimum appeared in the 75 per cent 
mixture. Inall cases, however, the conductivities were less than the average values. 
In mixtures of ethyl alcohol and water, the same salt showed entirely similar phenom- 
ena, though no minima were observed. Sodium iodide gave a well-defined mini- 
mum in the 50 per cent mixture of methyl alcohol and water. Calcium nitrate in 
the same solvents gave no minimum, while the conductivities again did not obey 
the law of averages. Hydrochloric acid gave irregular results, but a minimum was 
noticed in a mixture containing 90 per cent methyl alcohol. Sodium acetate in. 
various mixtures of acetic acid and water gave entirely irregular figures. 

An effort was made to determine the dissociating power of the methyl alcohol- 
water mixtures, since it had been noticed that the molecular conductivity, д», for 
hydrochlorie acid became constant at rather small dilutions in these solvents. 
Limiting values of conductivity were obtained for sodium, potassium, and ammo- 
nium iodides and bromides, and lithium nitrate, in 50 per cent methyl alcohol. In 
all these cases the dissociation was complete in the mixture at a dilution considerably 
less than that necessary tor complete dissociation in water or methyl alcohol. It 
now remained to find the cause of the minimum. 

Two factors are to be considered—amount of dissociation and ionic mobility. 
The first has been eliminated, hence the minimum must be caused by a decrease in 
ionic mobility. From the results of various observers, it was found that the vis- 
cosity of aqueous alcohol in the neighborhood of a 50 per cent mixture is higher 
than that of either of its constituents. Furthermore, the change in viscosity with 
increasing content of alcohol is more marked at lower temperatures than at higher, 
and rise in temperature shifts the maximum in viscosity, or minimum in fluidity, 
slightly towards the mixture containing the greater percentage of alcohol. These 
phenomena are closely paralleled by the conductivity minima. The latter all occur 
in or near the 50 per cent mixtures, and are more marked at 0° than at 25°. Cad- 
mium iodide, for instance, shows a minimum at 0° in three solutions, but none at 25°. 


1Amer. Chem. Journ., 30, 193 (1903). Abid., 32, 521 (1904). 
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Potassium iodide, strontium iodide, and lithium nitrate give minima in the 50 per 
cent mixture at 0°, which move to the 75 per cent mixture at 25°. 

A method was then devised for comparing the variations in fluidity and conduc- 
tivity, and for studying the effect on conductivity of changes in fluidity. The dif- 
ferences between the (calculated) average values and the observed conductivities 
and fluidities in the various mixtures were expressed in percentages, and in all cases 
the variation in fluidity was found to be greater than the variation in conductivity. 
SETAE represents the rela- 
tive effect of variation in fluidity on conductivity. If the two effects are equal, the 
expression becomes equal to zero. It was found that in the 40 per cent mixtures 
the effect of change in fluidity on conductivity is greatest. Finally, the tempera- 
ture coefficients of conductivity and of fluidity were not found to differ markedly; 


Letting Аф and Ay, represent the two variations, then 


in other words, is nearly a constant. 


Jones and Carroll therefore conclude that the decrease in conductivity in binary 
mixtures is due primarily to a decrease in the fluidity of the solvent, and, conse- 
quently, a decrease in the ionic mobility, and secondarily to the effect of one asso- 
ciated solvent on the association of another. 

A quantitative study of the relation between the conductivity and viscosity of 
different solutions was then made. In order that data for different solvents might 
be comparable, measurements were made with “comparable equivalent solutions," 
that is, solutions containing the same number of gram-molecules of electrolyte in 
the same number of gram-molecules of solvents. The result was that the conduc- 
tivities of such solutions were found to be inversely proportional to the viscosity 
of the solvent, and directly proportional to the association factor of the solvent, or 
to the amount of dissociation of the electrolyte in that solvent. Otherwise expressed, 


=a = constant, ore = constant. 
x a 

The work of Bassett’ showed that silver nitrate, in mixtures of methyl alcohol 
and ethyl alcohol with water, presented phenomena entirely in accord with the obser- 
vations of Jones and Lindsay and of Jones and Carroll. The conductivity curves 
for ethyl alcohol-water solutions fall far below the straight line of averages, but give 
no minima; the methyl alcohol-water curves, on the other hand, give well-marked 
minima at both 0° and 25°, the variation from the average being more pronounced at 
the lower temperature. 

Jones and Bingham? introduced another solvent into the investigation, namely, 
acetone. The electrolytes studied were lithium nitrate, potassium iodide, and 
calcium nitrate, and quite unexpected results were obtained. Lithium nitrate, in 
mixtures of acetone and water, gave curves with an inflection-point at low dilutions 
and at 0°, which developed minima in the higher dilutions at 0°. The conductivity 
curves for solutions in mixtures of methyl and ethyl alcohols with acetone gave 
mazima which, in the higher dilutions, occurred always in the mixtures containing 
75 per cent acetone. The curves are very nearly straight lines below this point, but 
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drop rapidly to the values in 100 per cent acetone. This fact is important in con- 
nection with the work of Mahin, to be considered later. Potassium iodide in mix- 
tures of the alcohols with acetone gave conductivity curves which were very nearly 
straight lines, either slightly convex or concave towardsthe axis, denoting percentages 
of acetone. In mixtures of acetone and water the same salt gave pronounced 
minima in the neighborhood of the 50 per cent mixtures. Calcium nitrate in mix- 
tures of methyl and ethyl alcohols with acetone gave curves with maxima at both 
0? and 25?. In mixtures with water the results were again irregular. In the first 
place, the values of и, for calcium nitrate in acetone are surprisingly small, less than 
those for lithium nitrate or potassium iodide, although it is a ternary electrolyte. 
In consequence, the curves for acetone-water mixtures, at dilutions greater than 
V —400, reach a minimum in the 50 per cent mixture, and rise to the 75 per cent 
mixtures—in this point resembling the curves for potassium iodide—but thereafter 
sink to the small values on the ordinate representing 100 per cent acetone. 

The viscosity measurements brought to light the facts that the fluidity curves 
of mixtures of the alcohols with acetone are nearly straight lines, while the acetone- 
water mixtures give a minimum fluidity in the 50 per cent mixture. In general, 
therefore, the relation found by Jones and Carroll holds for mixtures containing 
acetone, that is, there exists a parallelism between the conductivity and fluidity 
curves. However, the maximum conductivity obtained with solutions of caleium 
and lithium nitrates in mixtures of acetone with the alcohols demands explanation. 
Two possible causes suggest themselves at once. 

First, there may be an increase in dissociation in the 75 per cent mixtures, where 
the maximum occurs. Secondly, there may be an increased mobility of the ions, 
due to a diminution in the size of the ionic spheres. The idea of ionic spheres, pro- 
posed by Jones, postulates the existence of an atmosphere of solvent molecules 
clustered about the ion. To decide between these two possibilities, we may first 
consider the increase in dissociation. The fluidity data show that the acetone- 
aleohol mixtures are not more associated than the pure solvents; hence, using 
Dutoit and Aston's hypothesis, we should not expect to find greater dissociation in 
the mixtures. Moreover, while it is true that the maximum conductivity occurs in 
the 75 per cent mixture, this is true only for dilute solutions, the maximum shifting 
to the 25 per cent mixture as the concentration increases. This would not occur 
if the 75 per cent mixture had the greatest dissociating power. Therefore, the tenta- 
tive view is accepted, that the maximum in conductivity is due to a change in the 
dimensions of the ionic spheres, and a consequent increase in migration velocity. 

The conclusion of Dutoit and Friderich, and of Jones and Carroll, that conduc- 
tivity is proportional to dissociation and inversely proportional to viscosity, must be 
supplemented by taking into consideration the possible changes in the size of the 
ionic spheres of solvent molecules. 

Jones and Rouiller’ undertook the study of silver nitrate. This salt gave results 
practically identical with those obtained by Jones and Bingham for lithium and 
calcium nitrates. The conductivity curves for acetone-water mixtures gave inflec- 
tion-points in the higher concentrations and a pseudo-maximum in the 75 per 


Amer, Chem. Journ., 36, 427 (1906). 
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cent mixture, the value of the molecular conductivities declining rapidly, however, 
to the figures for pure acetone. The curves for mixtures of methyl and ethyl 
alcohols are nearly straight lines, following the fluidity curves; and maxima are found 
in the acetone-alcohol curves. 

The investigation was extended by McMaster’ to a study of lithium bromide and 
cobalt chloride. Тһе former behaved normally in all the mixtures of the alcohols: 
and water; that is to say, a minimum was noticed in the conductivity curves at 0? 
and 25° in mixtures of the alcohols with water, while the results for mixtures of the 
two alcohols obeyed the law of averages almost exactly. In mixtures containing 
acetone, relations were found very closely analogous to those obtained by Bingham 
in the case of lithium nitrate. The solutions in alcohol-acetone gave maxima of 
conductivity in the 75 per cent acetone mixture; while the solutions in water gave 
minima at the higher dilutions and inflection points at the lower dilutions. The 
unusual behavior of the acetone mixtures is here again very evident. 

Cobalt chloride, on the other hand, gave unexpected results. In the first place, 
the conductivity of its solutions in ethyl alcohol is surprisingly low, being only about 
15 per cent as great as in water. In mixtures of ethyl alcohol and water, cobalt 
chloride gave an inflection point in nearly all the solutions, but in the curves for 
V «200 to V =1,600, at 0°, the value of u, is greater in the 75 per cent than in the 
50 per cent mixture, thereafter declining to the lower values in pure ethyl alcohol. 
Exactly the same phenomenon is shown by calcium nitrate in acetone-water solu- 
tions, where the curves rise from the 50 per cent to the 75 per cent mixture, and drop 
off rapidly in pure acetone. Rouiller found similar results for silver nitrate. In 
solutions of methyl alcohol and water, cobalt chloride is normal, giving pronounced 
minima in the 50 or 75 per cent mixtures. Methyl alcohol-ethyl alcohol solutions 
gave nearly straight lines, as did also solutions in acetone-methyl alcohol. In the last 
cases the fluidity curves are also nearly straight lines, but the acetone-methyl alcohol 
conductivity curves have a slope which is the reverse of the fluidity curve. Acetone 
and ethyl alcohol gave a maximum in the 25 per cent mixture. 

In most of the above cases we see that the conductivity varies directly as the 
fluidity, and fluidity minima are usually accompanied by conductivity minima. The 
converse, that conductivity minima were accompanied by fluidity minima, was not 
always found to be true, as, for instance, with cobalt chloride in acetone-ethyl 
alcohol. Here a maximum of conductivity is found in mixtures giving a fluidity 
curve which differs by less than experimental error from a straight line. Again, the 
conductivity curves for acetone-water show inflection-points, while the fluidity curve 
has a minimum. ‘These apparently irregular results are to be considered again in 
the work of Jones and Mahin. 

In explanation of the minimum of conductivity, Jones and McMaster adopt the 
view that the diminution in the fluidity of the solvent is an important factor in 
determining the conductivity minimum. But this does not account entirely for 
the phenomenon. The change in the size of the ionic sphere, the atmosphere sur- 
rounding the ion, must also be considered. The velocity of the ion depends not only 


lAmer, Chem. Journ., 36, 325 (1906). 
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'There yet remain for consideration the several maxima of conductivity noticed 
in this work as well as in that of Bingham. Тһе discussion of the latter work has 
shown that it is improbable that the maxima are due to an increase in dissociating 
power in the mixture where they occur. Moreover, an examination of the con- 
ductivities of lithium bromide and cobalt chloride shows that complete dissociation 
is more nearly reached in the pure solvents than in the mixtures where the maxima 
are found. Hence, it was concluded that the cause of the effect is primarily a change 
in the dimensions of the ionic spheres. 

Some points of interest were noted in connection with the temperature coefficients of 
conductivity and of fluidity. First, in nearly every case the temperature coefficients 
of conductivity are greater in the more dilute than in the more concentrated solutions. 
The work of Jones has shown that in practically all solutions there is some combi- 
nation between solvent and solute, and that the solvates become more complex as the 
dilution increases. | Therefore, change in temperature, which affects the complex sol- 
vates most, has a greater effect on the conductivity of the more dilute solutions. 

A second point worth noting was that in certain solutions negative temperature 
coefficients of conductivity were found. "These manifested themselves in solutions 
of cobalt chloride in acetone, in 75 per cent acetone and methyl alcohol, and in 50 
and 75 per cent acetone and ethyl alcohol. In the 75 per cent acetone and methyl 
alcohol, when V = 200, the temperature coefficient is zero. 

The change in conductivity with temperature is the algebraic sum of two oppos- 
ing influences. First, rise in temperature diminishes dissociation; second, rise in 
temperature is accompanied by an increase in fluidity. The first of the processes 
tends to decrease conductivity, the second to increase it. When the sum is positive 
we have increasing conductivity with rise in temperature, as is usually found to be 
the case. In the one instance mentioned above the two forces are equal, and the 
conductivity is independent of the temperature. 

The investigation of Jones and Veazey! included a study of the behavior of copper 
chloride and potassium sulphocyanate. Both of these electrolytes gave results 
which were almost entirely *normal;" that is, conductivity curves followed fluidity 
curves in every case except two. These exceptions were the curves for copper 
chloride in mixtures of the alcohols with water. No minima were found here cor- 
responding to the well-marked minimum in fluidity, although the conductivities 
were always less than required by the law of averages. An inflection-point occurs 
between the 50 and 75 per cent mixtures. The conductivity curves of potassium 
sulphocyanate show no such irregularity, but are in every respect parallel to the 
fluidity curves of the solvents. 

In addition to determining the fluidities of the various solvent mixtures, Jones 
and Veazey measured the fluidities of solutions of potassium sulphocyanate in these 
mixtures. It was found that in many cases the fluidity of the solution is greater than 
the fluidity of the solvent; in other words, potassium sulphocyanate, under certain 
conditions, has a negative viscosity coefficient. In mixtures of methyl alcohol and 
water the viscosity of the tenth-normal solutions is less than that of the 0, 25, and 
90 per cent solvent mixtures and greater than the 75 per cent mixture, bem 
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INTRODUCTION. i 


equal at some point corresponding to about 65 per cent alcohol. The same phenom- 
ena repeat themselves in mixtures of ethyl aleohol and water. With acetone and 
water the negative viscosity coefficient again becomes apparent, this time only in 
the 0 and 25 per cent mixtures. In the other mixed solvents the viscosity is 
increased by the addition of the solute. 

An examination of the literature relating to viscosity brought to light the 
important fact that, in general, only salts of potassium, rubidium, and cæsium are 
known to lower the viscosity of water. Very few other cases of negative viscosity 
have been found, and not all salts of these metals behave alike in this respect. For 
instance, the sulphate, ferrocyanide, ferricyanide, and chromate of potassium give 
positive viscosity coefficients. And it is not remarkable that, in the presence of 
certain anions, the alkali cations do not give negative viscosity coefficients. Vis- 
cosity must be considered to be a property which is a function of the nature of all 
the particles in a solution; and it is perfectly clear that here, as in conductivity, two 
opposing influences may be operative, the potassium cation, for instance, tending 
to lower the viscosity and the anion tending to increase it. If the algebraic sum is 
positive, a positive viscosity results, and vice versa, the actual viscosity of the solu- 
tion being dependent on the relative action of the two ions. 

The facts have been presented showing that in aqueous solution, or in solutions 
containing as much as 50 per cent of water, potassium sulphocyanate produces a 
lowering of the viscosity. What is the mechanism of this effect? 

The work of Thorpe and Rodger! has shown that viscosity phenomena are, in all 
probability, dependent upon the frictional surfaces of the various particles in any 
solution. If the total frictional surface can be diminished by any means, other 
factors remaining constant, the viscosity will be lowered. We may actually realize 
this by bringing into a solvent a substance which has a large molecular volume, 
or which gives ions having large ionic volumes. The total frictional surface propor- 
tional to the mass is thus lessened, since the surface increases as the square of the 
diameter of the particles, while the massincreases as the cube. Potassium, rubidium, 
and ceesium salts, as we have said, lower the viscosity of water. Are their atomic 
volumes, accordingly, larger than those of other elements? The periodic curve 
of atomic volumes answers this question at once. The alkali metals occupy the 
maxima of the curve, and no other metals have atomic volumes to be compared with 
them. Moreover, that element having the greatest atomic volume—cæsium— 
should have the greatest negative viscosity coefficient. This point is soon tested 
by reference to the work of Wagner? If the viscosity of water is taken as unity, 
a normal solution of cæsium chloride lowers it to 0.9775, а normal solution of rubid- 
ium chloride gives 0.9846, and potassium chloride 0.9872. ‘Thus, the effect on vis- 
cosity varies directly as the atomic volume of the cation; cæsium having an atomic 
volume of 74, rubidium of 57, and potassium of 47. 

It will be remembered that minima of fluidity were found in mixtures of water 
with the alcohols or with acetone, accompanied usually by minima in conductivity. 
The fact also came out that in those mixtures which have the minimum fluidity, 
the temperature coefficients of conductivity are largest. The explanation of this 
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is sufficiently evident. Each solvent, highly associated in the pure condition, breaks 
down the association of the other, as shown by Jones and Murray, so that the 
resulting mixture is composed of a greater number of smaller molecules in a given 
volume. Simple molecules would probably have greater chemical activity than the 
more complex ones, and would combine with the solute to a greater extent. The 
effect of heat on such solvates would be greater with increasing complexity of the 
solvate. In connection with this breaking down of the solvents into simpler aggre- 
gates, the total internal frictional surface would be increased, and an increase in 
viscosity is the result. Again, in terms of Dutoit and Aston’s hypothesis, the dis- 
sociating power of such a mixture should be less than that of the pure solvents, and 
this is an important factor in determining the conductivity minimum, as pointed 
out by Jones and Bingham. It is noticed that in these mixtures of minimum 
fluidity there is a smaller increase of conductivity with dilution than in the other 
mixtures, and this is, of course, a consequence of the view here adopted. 

In a second communication,! Jones and Veazey took up a study of solutions of 
tetraethylammonium iodide—Walden’s “ Normalelektrolyt’”’—in mixtures of water, 
the alcohols, and nitrobenzene. The latter is a solvent of a type entirely different 
from the hydroxy-compounds or acetone, and it was important to know whether the 
relations previously found would hold for mixtures containing this substance. 

In mixtures of both the alcohols with water, tetraethylammonium iodide shows a 
well-defined conductivity minimum in the neighborhood of the 50 or 75 per cent 
mixtures at both 0° and 25°. In mixtures of the alcohols with cach other, no min- 
ima appeared, although the values are less than the averages. Mixtures of methyl 
alcohol and nitrobenzene behaved similarly, but mixtures of ethyl alcohol and nitro- 
benzene gave a maximum in the solutions containing 25 per cent of the latter. The 
fluidity eurves of mixtures of water and the aleohols have already been sufficiently 
treated, and here, as before, the conductivity curves follow them closely. The 
same general relations appear in mixtures of nitrobenzene and the alcohols. A 
fluidity maximum shows itself in mixtures containing 25 per cent of nitrobenzene, 
with either alcohol, and at 0° and 25°. Hence, the conductivity curves, in the case 
of nitrobenzene-ethyl aleohol mixtures at least, follow the fluidity curves, and the 
variation with nitrobenzene-methyl alcohol is slight. 

It has now been shown that for all the solvents worked with, it is practically a 
constant phenomenon for conductivity curves to have the same general char- 
acteristies as fluidity curves. On the other hand, we must not lose sight of the fact 
that several well-marked exceptions have been found, and notably in mixtures 
containing acetone. Here the fluidity curves for water-acetone have minima, and 
for acetone-alcohol are nearly straight lines, while the conductivity curves for lithium 
bromide, lithium nitrate, cobalt chloride, and calcium nitrate show pronounced 
maxima, or pseudomaxima. Moreover, the values of the molecular conductivities 
in acetone are abnormally low, except for lithium salts. 

In the work of Walden,’ already referred to, it was found that the product of the 
limiting molecular conductivity of tetraethylammonium iodide and the viscosity 
of its infinitely dilute solutions is nearly a constant for about thirty organic solvents 
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and equal to about 0.7. Water and glycol are exceptions, giving products equal 
to 1.0 and 1.32, respectively. The product un is also independent of temperature. 
Therefore, generally speaking, conductivity varies as the fluidity of the solvent. 
But, as we have shown, in certain solutions containing acetone this relation no 
longer holds. 

It may further be noted that Jones has shown! that cadmium iodide and ammo- 
nium sulphyocyanate, in acetone solutions, have abnormally high molecular weights, 
although such solutions conduct the current. He pointed out that these facts indi- 
cate simultaneous association and dissociation of the solute; a high concentration 
of molecular complexes, which causes an abnormal apparent molecular weight, co- 
existing with a low ionic concentration, which causes a low conductivity value. A 
consideration of these points suggested to Jones and Mahin? several lines of inquiry, 
whieh were taken up by them. They sought to answer the following questions: 

. 1. Will those salts that have, at ordinary concentration, abnormally low values 
for molecular conductivity, possess, when completely dissociated, values which are 
aey proportional to the coefficient of viscosity? 

. If so, is the product of molecular conductivity and viscosity constant for 
ен ТЕТЕ and at different temperatures? 

3. Is the value of the constant the same for different placate 

4. Are the abnormal conductivities in acetone and mixtures of acetone with other 

solvents due to association of the salt? 
. The first salt studied was lithium nitrate. Extreme precautions were taken to 
insure purity of the solvents, and measurements were carried to dilutions as high 
as 200,000 liters wherever practicable. Under these conditions the conductivity 
curves assumed forms which differed markedly from those obtained for dilutions 
between 10 and 1,600 liters, and which closely resembled the fluidity curves. Моге- 
over, the product of the viscosity coefficient and the maximum conductivity in 
solutions of acetone mixed with the alcohols has a mean value of 0.62, agreeing well 
with Walden’s value of 0.70 for simple solvents, and being independent of tempera- 
ture. With acetone-water mixtures, the product varies between 1.00, the value for 
water, and 0.63, the value for acetone. 

Some determinations of the molecular weight of lithium nitrate in acetone by 
the boiling-point method brought out interesting results. The concentration of 
the solutions varied roughly between normal and tenth-normal. Even in the more 
dilute solutions the indicated molecular weight was 83.1, while the value required 
by the formula LiNO; is 69.07. This accounts for the low conductivity of lithium 
nitrate in acetone solutions of not very great dilution. 

As already stated, cadmium iodide was found by Jones to be associated in acetone, 
and a study of this salt was next made. Results in this case were not so satisfactory 
as with lithium nitrate. The conductivity curves show signs of regaining a simi- 
larity to the fluidity curves, but the resemblance is not so close as with the other 
salt. Moreover, the product of the viscosity by the maximum conductivity is 
irregular. The conductivity data show that in most cases a limiting value was not 
reached with cadmium iodide, and some solutions more nearly approached the true 
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values than others, thus causing the fluctuations in the value of the product. It 
must be borne in mind that conductivity measurements at dilutions so great (400,000 
liters) that the correction for the conductivity of the solvent often amounts to more 
than 50 per cent of the total, are being made at a point where the method is taxed 
rather beyond its limitations; and it is not surprising that, even with the utmost pre- 
cautions, concordant results were not obtained. The failure of cadmium iodide to 
follow the behavior of lithium nitrate in very dilute solutions is merely negative 
evidence, and must be weighed as such. 

Some boiling-point determinations of cadmium iodide in acetone were made, and 
here, too, considerable polymerization was found. In a 0.09 normal solution the 
indicated molecular weight was 448, calculated 364. 

Thus, the apparent exceptions to the relations found by Jones and his coworkers 
are seen to vanish when we are dealing with what are practically infinitely dilute 
solutions. The investigations have dealt with twelve electrolytes and six solvents, 
and in every instance the same relations were found to hold, connecting the molecu- 
lar conductivity with the fluidity. 

Jones and Mahin! also made a study of the conductivity and viscosity of lithium 
nitrate in ternary mixtures of the four solvents used above. The results were about 
what would be expected from a knowledge of the solutions in binary mixtures. The 
conductivity curves, in the great majority of cases, followed the fluidity curves, and 
no new relations were brought to light. 

As a result of this work, we may make the general statement: If we mix methyl 
and ethyl alcohols, or methyl alcohol and acetone, the conductivity curves are very 
close to straight lines, and the fluidities of the mixture are nearly additive. "Take, 
for instance, the last case mentioned. "Table 1 shows the fluidities of various mix- 
tures of methyl alcohol with acetone at 0?, as determined by the viscosimeter, and 
also as calculated from those of the two components. 

Taste 1.—Fluidity of Mixtures of Methyl Alcohol and Acetone at 0°. 


| | 0р. ct. | 25 p. ct. | 50 p. ct. | 75 p. ct. | 100 p. ct. 


| Fluidity observed... 122.2 | 153.9 | 187.4 | 222.2 | 244.1 
| Fluidity calculated... ..... I2 2018392 PIER potes 


The observed fluidities are very nearly the averages corresponding to the different 
mixtures. On the other hand, if we mix water with the alcohols, or with acetone, 
there is interaction between the components of the mixture; and certain of its phys- 
ical properties are found no longer to bear simple relations to the properties of the 
single solvents. Otherwise expressed, the law of averages is not followed, and the 
properties of the mixture are not additive. Hence, we may conclude that water, 
mixed with the other three solvents, causes some deep-seated change in the state of 
molecular aggregation of the liquid molecules, while mixing the three organic sol- 
vents with each other causes no such change. The various mixed solvents may 
therefore be divided into two classes, those not containing water with properties 
nearly or quite additive, and those containing water with properties that are not 
the averages of the two components. 


1А mer. Chem. Journ., 41, 433 (1909). 
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Six independent lines of evidence, all pointing to the existence of hydrates in 
aqueous solutions, having been established, it seemed desirable to attempt to deter- 
mine, if possible, the effect of one salt with hydrating power on the hydrates formed 
by a second salt in the same solution; also the effect of a salt with very small hydrat- 
ing power on the hydrates formed by another salt. When both salts possess the 
power of forming hydrates in single solution, the amounts of water taken up by the 
salts at the same concentrations may be the same, or may vary within wide limits. 
We proposed to study binary mixtures in which both conditions are illustrated. 

Since we desired to calculate, as accurately as possible, the approximate composi- 
tion of the hydrates formed in the mixtures, it was necessary to obtain data for the 
freezing-points, conductivities, and number of grams of solvent in a liter of solution 
of the various salts employed. In order that we might have the data for the exact 
normalities of the solutions which we mixed, it seemed advisable to make the neces- 
sary measurements in the single solutions, rather than to attempt to interpolate 
from data previously obtained. 


CONDUCTIVITY CALCULATIONS. 


It is well known that when two or more electrolytes are present in the same solu- 
tion, the conductivity of this solution is not, in general, equal to the sum of the con- 
ductivities which these electrolytes show in separate solutions of the same normality 
as that which these salts may be assumed to have in the mixture; but that the 
conductivity of the mixture is generally less than this sum. If the solutions are 
isohydric,! that is, if the component solutions possess a common ion in equal con- 
centration, then the simplest condition exists between the conductivities of the 
single solutions and that of the mixture. This latter condition exists when 


v Uo 

in which a, is the dissociation of one of the electrolytes at the dilution ол, and a is 
the dissociation of the other electrolyte at the dilution v» Such solutions can be 
mixed in any proportion without altering their dissociation, and hence the conduc- 
tivity of the mixture is the mean of the conductivities of the component solutions 
and ean, therefore, be calculated according to the equation 
k,P+k,P’ 

PP’ 
in which kı and ke are the conductivities, and P and P’ the proportions of the com- 
ponent solutions. 


Unfortunately, we have to deal with no such simple relations as these in the 
mixtures with which we worked. In our work the viscosity of the mixtures differs 


k= 
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considerably, in many cases, from that of the single solutions assumed to have the 
same normality. This would involve changes in friction in the movement of the 
ions. Also, the amount of water combined as hydrate, i. e., the dimensions of the 
atmosphere about the ion, continually changed from one normality to another. 
This involved a varying degree of freedom of movement of the ions. Again, the 
variation in the number of particles present, ions and molecules, must involve 
continual variation in the amount of friction between the ions. As a comparatively 
short, and at the same time sufficiently accurate method, we have adopted the 
following in apportioning the diminution in conductivity to the constituent salts: 
Since we have dealt in every case with mixtures in which the two electrolytes have 
a common ion, we have based the method on the number of this common ion yielded 
by the constituent salts in separate solutions at the same normality. By the same 
normality we mean that if equal volumes of two solutions are mixed, and any dimi- 
nution in volume which may take place upon mixing is compensated for by the addi- 
tion of pure solvent, then the normality of each solution in the mixture may be 
assumed to be exactly half of that of the constituent solutions. If suppression of 
the ionization is dependent upon the common ion, then it will be inversely as the 
number of this common ion furnished by each of thesaltsinamixture. Thisnumber 
was obtained thus: The figure representing the normality of the individual solutions, 
multiplied by the value of a for the solution at the normality in question, would give 
the gram-atomic weight of the common ion. Suppose the case to be one where a 
solution of potassium chloride has been added to an equal volume of a solution 
of calcium chloride. It being assumed that calcium chloride dissociates into 


++ - - 

Ca, and Cl, Cl, the figure representing the gram-atomic weight of the common ion 
would have to be doubled for a ternary electrolyte, such as caleium chloride. Since 
two chlorine ions are required to re-form a molecule of calcium chloride, the figure 
expressing the number of chlorine ions driven back, in the case of calcium chloride, 
must be divided by two, in order to get the relative number of molecules of calcium 
chloride re-formed. 

Let us take the values of и as expressing the molecular conductivity of the com- 
pletely dissociated molecules of the various salts. If the figures for the relative 
numbers of molecules of the two salts re-formed be multiplied by the proper value of 
Mo, we shall then have the relative losses in conductivity. From this the absolute 
losses are readily obtained. An example may suffice to make this clear: Take the 
case of the mixture of equal volumes of a solution of 1.8 N calcium chloride and of 
1.7 N potassium chloride. The resulting solution, any diminution of volume having 
been compensated for, will consist of 0.9 N calcium chloride and 0.85 N potassium 
chloride. Тһе dissociation of a 0.9 N solution of the specimen of calcium chloride 
employed was found, by conductivity measurements, to be 53.2 per cent; of 0.85 N 
potassium chloride, 8.32 per cent. Doubling the value of а in the case of calcium 
chloride and multiplying by the normality, we get 0.9576. Similarly, for potassium 
chloride, 0.7068. These represent the relative numbers of chlorine ions which 
would be furnished by each salt in the mixture if no suppression of the ionization 
took place upon mixing. That is, if driving back occurs, according to the law of 
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mass action, 707 chlorine ions should be driven back to re-form calcium chloride to 
958 for potassium chloride. But since it requires two ions of chlorine tore-form each 
molecule of caleium chloride, only 354 molecules of caleium chloride will be re- 
formed to every 958 molecules of potassium chloride. Multiplying these values by 
Me for calcium chloride and potassium chloride, respectively, we get 5,222, approx- 
imately, for calcium chloride and 7,695 for potassium chloride. "These values repre- 
sent the relative losses in conductivity upon mixing. From this the decrease in 
conductivity can be apportioned between the two salts. 

All conductivity measurements are given as specific conductivities in the mixtures. 
The units employed are reciprocal centimeter-ohms. For purposes of comparison 
with the previous work upon the “hydrate theory" our units may be transformed 
by dividing џи, by 1.069. 

The approximate composition of the hydrates in the single solutions was calcu- 
lated by the method previously employed by Jones and his coworkers. 


EXPERIMENTAL WORK. 


Freezing-point.—The more concentrated solutions were frozen by means of a 
mixture of solid carbon dioxide and alcohol, the freezing temperature being deter- 
mined by means of alcohol thermometers. These temperatures could not be meas- 
ured more closely than 0.5°. For the more dilute solutions freezing-mixtures of ice 
and sodium chloride, or ice and crystallized calcium chloride, were employed. The 
temperature was read by means of Beckmann thermometers, covering ranges of 
6°, 12°, and 25°, respectively. When the more concentrated solutions were frozen 
they were removed from the bath of solid carbon dioxide and alcohol as soon as ice 
began to separate, in order that they might not be surrounded by the very cold 
freezing-mixture while temperature equilibrium was being established. The neces- 
sary correction for the separation of ice and consequent increase in concentration was 
introduced in every instance. The separation of some of the dissolved substance 
was readily ascertained by the grit or sand-like character of the solid that separated, 
which was easily detected. Since it was found that, for the volume of liquid em- 
ployed in the freezing-point tube (about 25 c.c.), a freezing-point determination 
made with a large undercooling and, consequently, a copious separation of ice, gave 
a slightly different result from one where the undercooling was less; care being taken, 
in the freezing-point determinations of both the pure solvent and the solutions, to 
keep the undercooling nearly the same throughout—about a degree. This necessi- 
tated inoculating the solution, in nearly every case, with an exceedingly minute 
particle of the solid phase of the solvent. 


CONDUCTIVITY. 


Conductivities were measured by the method of Kohlrausch. 

The resistance coils, manufactured by Leeds & Co., were tested and found in no 
ease to involve a greater error than 0.04 per cent. 

The dilute solutions were measured in conductivity cells of the form employed 
by Jones and Bingham,! the tubes carrying the platinum electrodes being sealed 
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into both the upper and lower walls of the stopper. For the more concentrated 
solutions, cells of the type used by Jones and Getman! were employed. The elec- 
trodes were treated in the usual manner (coated with platinum black, etc.), in order 
to obtain a sharper tone minimum or point of silence in the readings. 

The cells for the more dilute solutions were standardized by determining the celi 
constant by means of N/50 potassium chloride. The value k=0.0015133 was 
taken as the conductivity of N/50 potassium chloride. For the more concentrated 
solutions the cell constants were determined with a N/2 solution of potassium 
chloride, for which k = 0.03365 at 0°. The potassium chloride employed in deter- 
mining cell constants was recrystallized five times, the last two times from conduc- 
tivity water, and was free from all appreciable impurities. The cell constants were 
frequently redetermined, but very little change in them was noted from time to time. 
The cells were filled with distilled water when not in use, and were always carefully 
cleansed, dried, and rinsed with the new solution when a change in solutions was 
made. All conductivities were measured at 0? C. The temperature of the zero bath 
was always within a tenth of a degree of 0? C., as determined by an accurately stand- 
ardized thermometer. All conductivity measurements are the average of four 
readings with different resistances in circuit. 

The water used in this work was purified as in former work. 

It is well known that the conductivity method is not an accurate measure of 
dissociation in concentrated solutions. Especially is this the case at the concentra- 
tions with which we dealt, since the values of и, which we used in our mixtures, 
were determined for each salt by diluting the single solution to a maximum value of 
Me This is, obviously, a source of additional error, for the conductivity of the ions 
resulting from a completely dissociated molecule in a very dilute solution must be 
different from the conductivity of those ions in a more concentrated solution. In 
the more dilute solution a larger atmosphere of the solvent is attached to the ions, 
and this must be dragged along by them. There is present a much smaller number 
of particles of salt (ions or molecules) in the dilute than in the more concentrated 
solution. Consequently, the friction between the ions in their movements must be 
different. Тһе viscosity of the solutions in which и can be determined is very 
much less than the viscosity of the solutionsattheconcentrationsemployed. These 
are all important factors which affect the conductivity of any dissolved substance. 
The method is, however, an approximate one for measuring such dissociations, and 
is the best available at present. All that can be said is that it probably gives values 
of the right order of magnitude. 


CALCIUM CHLORIDE. 


A strong solution of calcium chloride was prepared and standardized. All solu- 
tions were made by diluting the caleulated amount of the original solution to the 
required volume. Table 2 gives the data as to freezing-point measurements, con- 
ductivity measurements, weight-normal corrections (or number of grams of solvent 
in 1,000 c.c. of solution), and hydrates. 


Zeit. phys, Chem., 46, 254 (1903). 
?These values are calculated from the results of Jones and West. See Amer. Chem. Journ, 34, 381 (1905). 
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In the tables of this volume the following symbols are used: 
m = concentration in terms of gram-molecules per liter; 
A —observed freezing-point lowering corrected for separation of ice ; 
A/m= molecular lowering of freezing-point; 
V=number of letters that contain a gram-molecule of the dissolved 
substance; 
k — specific conductivity ; 
Шо = molecular conductivity at 0? = 1,000 V xk; 
а = percentage of dissociation = Uy/ ue ; 
Wig = weight of 25 or of 50 c.c. or of a smaller volume of the solution; 
W sau = weight of salt contained in this volume of the solution; 
W но = weight of water in this volume of solution = W sø — Wu; 
Correction per cent = percentage of correction to be applied in order to 
refer measurements to 1,000 grams of solvent;! 
L=theoretical molecular lowering of freezing-point referred to 1,000 
grams of the solvent; 
P — parts by volume of each of the solutions — 1, unless otherwise stated ; 
L/ = corrected molecular lowering; | 
M —number of gram-molecules of water in combination, both being 
referred to 1,000 grams of solvent; 
Н —number of molecules of water in combination with one molecule of 
the salt, at the concentration in question. 


TABLE 2.— Data of Freezing-point, H ydrates, Conductivity, and Weight-normal Corrections 


of Calcium Chloride. 
Freezing-point. Hydrates. 

m A A/m a L L’ M H 
0.3 1.517 5.056 0.634 4.22 5.02 8.8 29.4 
0.5 2.672 5.344 0.594 4.09 5.29 12.6 23590 
0.6 3.270 1.755 0.568 3.97 5.39 14.6 24.3 
0.7 4.065 5.807 0.557 3.93 5.72 17.4 24.8 
0.9 5.422 6.024 0.532 3.84 5.90 19.4 21.6 
1.0 6.410 6.310 0.512 3.76 6.16 21.6 21.6 
[5T 7.080 6.436 0.502 8.78 6.26 22.4 20.4 
1.35 9.362 6.984 0.466 8.59 6.72 25.9 19.2 
1.4 10.05 7.18 0.455 3.05 6.94 2712, 19.4 
1.55 11.58 7.47 0.434 3.47 7.18 28.7 18.5 
1.75 14.33 8.16 0.414 3.40 7.83 31.4 17.9 
1.8 14.69 8.16 0.405 3.37 7.80 31.6 17.5 
212 21.07 9.58 0.357 3.19 9.03 35.9 16.3 
2.7 30.25 11.20 0.296 2.96 10.39 39.7 14.7 
OE 39.5 12.74 0.250 2.79 11.65 43.6 14.1 
3.51 49.5 14.10 0.207 2.63 12.68 46.5 13.2 


YThese are not specific gravity measurements made in pycnomoters, and the correction percentage is therefore given only 
to the first decimal. 
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TABLE 2—Continued. 
Conductivity. Weight-normal corrections. 

rrection 

m y k m Wot Wai н.о ee oe 
0.3 3.333 0.02804 93.5 51.270 1.665 49.505 0.8 
0.5 2.000 0.04380 87.6 52.2608 2.715 49.4858 1.0 
0.6 1.6666 0.05027 83.8 52.7437 3.83 49.4137 1.2 
(057 1.4285 0.05755 82.2 58.1162 3.885 49.2812 1.5 
0.9 TELE] 0.07060 78.4 53.9816 4.995 48.9866 2.0 
1.0 1.000 0.07554 75.5 54.326 5.55 48.776 2.4 
Тї 0.909 0.08157 74.1 54.772 6.105 48.667 2.7 
1.85 0.7407 0.09286 68.8 55.9435 7.4925 48.451 8.1 
1.4 0.7143 0.09396 67.1 56.115 7.770 48.345 3.8 
1.55 0.6453 0.09918 64.0 55.6562 8.6025 48.0537 3.9 
1.75 0.5698 0.10723 61.1 57.7040 9.7402 47.9688 4.1 
1.8 0.5555 0.10727 59.8 28.900 4.995 23.905 4.4 
2.2 0.4545 0.11588 52.7 29.650 6.105 28.545 5.8 
3.7 0.3704 0.7757 43.6 30.682 7.492 23.190 2 
3.1 0.3226 0.11410 36.8 31.461 8.602 22.859 8.6 
3.51 0.2849 0.10710 30.5 32.187 9.720 22.467 10.1 


POTASSIUM CHLORIDE. 


In order to investigate the effect of the presence of a salt with little hydrating 
power on a salt with considerable hydrating power, potassium chloride was added 


to calcium chloride. 


The data for the various solutions of potassium chloride alone 
are given in table 3. There is evidently no hydrating power. 


TaBLE 3.—Data for Potassium Chloride, giving Freezing-point and Conductivity Measurements, 
Weight-normal Corrections, and Hydrates. 


Freezing-point. Hydrates. 
m A A [m L T, M H 
0.45 1.52 8.85 0.889 8.42 9:901 БАО Сее 
0.65 2.24 3.45 0.835 3.41 ВИСИ Етна cc 
0.85 2.91 3.43 0.832 3.41 ESL е ТУ eee 
0.90 8.08 3.42 0.812 3.37 S PEE NUT. RM СИЯ 
1.05 3.58 3.41 0.818 3.38 РОСА RE 
1.2972 4.48 3.45 0.805 3.36 29.99 "HER M TERRE RE 
1.3 4.49 3.46 0.805 3.36 9:99 MET eee ls. E NON 
17 5.98 3.49 0.800 3.35 Bicol! „|ЖЖ ok ce. h eee 
2.1 7.48 3.54 0.793 8.84 9.99. ode de A 
2.5945 9.29 3.58 0.782 3.32 9uig v ce cei Lc NE 
Conductivity. Weight-normal corrections. 
m y k be Wea Watt шом! | SOR ee: 
0.45 2.222 0.03033 67.4 8.0042 0.26353 7.74067 1.4 
0.65 1.538 0.04361 67.1 8.0735 0.38066 7.69284 2.0 
0.85 1.1765 0.05680 66.8 8.1443 0.49654 7.64766 2.6 
0.90 1.1111 0.05872 65.2 25.9936 1.6785 24.3151 2.7 
1.05 0.9523 0.06897 65.7 8.2169 0.61492 7.60198 3.2 
1.2972 0.7709 0.08395 OLT о, eee Ale ins ss mae isla ЕИ: 
1.8 0.7792 0.08412 64.7 26.5127 2.4245 24.0882 3.7 
1.7 0.5882 0.10920 64.2 26.928 3.1705 28.7575 5.0 
2:1 0.4762 0.13378 63.7 27.4457 3.9165 23.5292 5.9 
2.5945 0.3854 0.16321 62.8 28.0254 4.8385 23.1869 MTS 
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MIXTURE OF CALCIUM CHLORIDE AND POTASSIUM CHLORIDE. 


In order that each solution should have exactly one-half the normality after mix- 
ing that it had before, the volume of the mixture was brought to exactly twice the 
volume by the addition of either of the constituent solutions. 


TABLE 4.—Data for Mixtures of Calcium Chloride and Potassium Chloride. 


Conductivity. 

m me Ve ku k DX EE m a 
САСО 0.5 | 2.0000 0.04380 ‘(0.04889 | 84.6 | 0.573 
0.9 KOl.......... 0.45 2.2220 0.06998 0.03033 0.00416 10.02769 | 61.5 | 0.766 
Сасык 0. 1.4285 105755 0.05465 | 78.1 | 0.529 
1.3 KCl. Же MS 0.65 | 1.5380/| 0.09371 0.04361 0.00745 10.03906 60.0 | 0.748 
PS CaCl. com. 09 1:111 07060 0.06522 | 72.5 | 0.491 
17 KCl. e ДИ 0.85 | 1.1765/| 0.11410 0.05680 0.013309) 9 04888 | 56.5 | 0.716 
29 CaCho o 11 | 0.9090 "0815 0.07335 66.7 | 0.452 
ЙК MORS SN 1.05 | 0.9523/ 0.19081 ло ово 0.01973 10.05746 | 54/7 | 0.681 
Те у. 1.35 0.7407] 9 14в05 |/0.09286] 9 Qogzg /0.08041 | 50:6 | 0.404 
2/5045 KCl... i. 1.2972 | 0.7709]. 0- 0.08395/| 0- 0.06765 | 52.9 | 0.649 
SH ROLL e. 1.55 | 0.6451] 9 1599; [0-099191] 0.03232 [0.05779 | 55.4 | 0.375 
2.5045 КС... 1.2972 | 0.7709/| 0 0.08395/| 0.03232 1o 06502 | 50.1 | 0.624 
3.5106 CaCl 1.755 | 0.5698] 9 15999 |/0.10723| о) ogg7g (0.00183 | 52.3 | 0.355 
2.5945 KO 1.2972 | 0.7709] °- 0.08395] 9 10.06056 46.7 | 0.581 

Weight-normal corrections. Ne 

п Р, ou ню се А 

ОСАО COK 01, 26.7448 | 2.22637 | 24.51843 1.9 4.413 
TACCA TI KO шу... 27.9662 | 3.1542 | 22.2120 3.2 6.625 
iCal KO 28.0354 | 4.08274 | 23.9527 4.2 9.17 
ОО ЕС IKON 28.6177 | 5.0102 | 23.6075 5.6 12.01 
27 CaCl,-+2.59 KCl........... 29.4290 | 6.1655 | 23.2565 | 6.9 15.00 
СЕС to БО КС у... 29.8247 | 6.7205 | 23.1042 | 7.6 16.50 
SI CaCl, SIK NT | 30.2118 | 7.2708 | 22.0295 | 83 | 180 


In table 4, m is the normality of the solutions mixed. When equal volumes are 
mixed the resulting normality of each solution is exactly one-half of that of the solu- 
tions before mixing. This is given under m,. Veis the number of liters of solution 
that will contain a gram-molecular weight of the salt, based on me. К, is the specific 
conductivity of the mixture. This would be the sum of the conductivities of the 
component solutions if no suppression of the ionization occurred. In each case the 
sum of these two, minus the conductivity of the mixture, k,, gives the decrease in 
conductivity due to the driving back of the dissociation of the salts in question. 
This is given under D. This loss in conductivity is then apportioned to each elec- 
trolyte by the method already described, and the resulting conductivities are given 
under k, From this, u, and a are obtained. 

Proceeding upon the tentative hypothesis that the calcium chloride forms the 
same hydrates in the presence of a salt with no hydrating power that it forms in 
separate solution, the values in table 5 were calculated. 
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TABLE 5.—Calcium and Potassium Chlorides in the Mixture. 


Calcium chloride in the mixture. 


m a L 
Oa СТ ООСО ТИЕТ EPOR 0.573 3.992 
СОС е MU 0:529 3.829 
ERCILLA KC unem eite tete 0.491 3.687 
ADK OPN ©) LEALRO A ажа БЫТ 0.452 3.541 
аас КО SS 3 0.404 3.362 
SLCC ESI KOL ОЕ ж шш. uon ne з. ; 0.375 3.256 
9:51 G4Cb-:2.59 КСЛ ЫЕ see mathe due 1.7553 0.355 3.179 
й Potassium chloride in the mixture 

TE Р C tion, 

" NEUES E ac 
LO CaCl -E0:9 KON 5 0.45 0.766 1.478 ASS FE 24.6 
Ig Gacb- EES KCl 0.65 0.748 2.113 655.9 34.4 
S CaL b КО T 0.85 0.716 2.712 608.2 39.2 
ACIO FECI e aei 1.05 0.681 3.283 538.5 46.2 
2.7 CaCl:-+2.59 КС]....... 1.2972 0.649 3.068 464.7 53.5 
3.1 CaCl;4-2.59 KCl....... 1.2972 0.624 3.021 408.0 59.2 
3.51 CaCl:-+2.59 КСІ...... 1.2972 0.581 2.941 340.5 66.0 


a is the dissociation of the calcium chloride in the mixture. L is the freezing- 
point lowering calculated from the formula (1.86X2a)+1.86. J is the freezing- 
point lowering, corrected to 1,000 grams of solvent, which the salt would giveif there 
were no hydration. 

a; is the dissociation of the potassium chloride in the mixture; A is the freezing- 
point lowering deduced from [(1.86 xa) +1.86]m.; Wg,o is the weight of water 
acting as solvent towards the potassium chloride, deduced from L : L :: X: 1,000, 
which gives the amount of water taken up by the calcium chloride in the formation 
of hydrates when it alone is present in solution, and from the weight-normal correc- 
tion for the mixture; Iı is the theoretical lowering which the potassium chloride 
would give if the calcium chloride formed the same hydrates in the mixture that it 
forms when alone in solution. 


LOWERING DUE TO HYDRATION. 


In table 6, A, is the lowering found experimentally for the mixture. J,= sum of 
I and 1, in table 5. Diff, 2 A—7,—lowering due to hydration. A-lowering found 
experimentally for calcium chloride, corrected to 1,000 grams of solvent. I is the 
lowering the calcium chloride should have given in 1,000 grams of solvent if there 
were no hydration. Evidently, Diff, and Diff. should be identical if there were no 
change in hydration; such is not the case. "Therefore, the basis assumed for the 
calculation of I for potassium chloride in the mixture is incorrect, as it depends 
upon a knowledge of the amount of water eliminated from the sphere of action as 
solvent by the hydration of the caleium chloride. It therefore becomes necessary 


to derive a formula for the calculation of the hydration of the calcium chloride in the 
mixture. 
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Taste 6.—Comparison of Lowerings due to Hydration in Separate Solution of Calcium 
Chloride and in the Mixture. 


m Me Ac Jt: Diff, ^ Ji | Diff. 


1.0 СаС1,+0.9 KCl....| 0 

1.4 CaCl;--1.3 КСІ....| 0 
1.8 CaCls--1.7 KCl....| 0. 
2.2 СаС1,+2.1 КСІ.... 1. 
2.7 CaCls+-2.59 KCl...| 1 
3.1 5 
3.5 1 


5 4.413 3.995 | 0.418 2.672 | 2.066 0.606 
ath 6.625 5.991 | 0.634 4.044 | 2.750 1.250 
9.170 4.918. | 1.252 5.314 | 3.455 1.859 
12.01 10.223 | 1.782 6.896 | 4.100 2.799 
‚85 15.0 18.442 | 1.558 9.072 | 4.851 4.221 
.95 16.5 15.067 | 1.433 11.13 5.385 | 5.745 

558 | 18.0 17.284 | 0.712 14.10 5.970 8.180 


.1 СаС1,+2.59 КСІ...| 1 
.51 CaCls4-2.59 КС1.. 


The following formule аге for calculating lowering due to hydration, in a binary 
mixture of electrolytes, where one salt has no hydrating power: 
X -— lowering in degrees due to hydration of the salt with hydrating power in the 
mixture. 
I —theoretical lowering which the salt with hydrating power should give in the 
mixture in question, at the corrected dissociation, if there were no hydration. 
о —number of liters that contain a gram-molecule of the salt with hydrating power, 
at the normality it has in the mixture. 
Then, 
(X --Dv—A/m 
з = correction to 1,000 grams of solvent, necessary in the mixture. 
(X --Dv— (X --Dos- I 
X' = amount of water acting as solvent towards the salt with no hydrating power. 
DEL =: X +1000 
L=(1.86 X2a)+1.86, in a ternary electrolyte, where a represents the corrected 
dissociation of the salt with hydrating power in the mixture. 
(1.86 X 2a) +1.86 
(X 4-Do— (X 4- vs 
But taking into aecount the weight-normal correction also, in the mixture in 
question, the above becomes 
(1.86 x 2a) +1.86 |- -| 
DICTO De 1000 | — 105 
Putting this into the form of a percentage correction, 
(1.86X2a)+1.86 S — us per cent by which J for the salt with little 
(X 4- D — CX +s FIO or no hydrating power must be divided. 
a’= corrected dissociation in mixture of the salt with no hydrating power, —— 
[(1.86х а/)-Е1.86] = lowering it would give in 1,000 grams of solvent if it is à 
binary electrolyte. 
m —normality of the salt with no hydrating power. 


Then, 1.86m(a! 4-1) | 
X+I= 
1.86(2a+1) _ 8 pias 
(X4-I)(v—vs) 100 


1000 = X" 


amount of water actually acting as solvent 
towards the salt with no hydrating power. 


lowering found experimentally for 
the mixture. 
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By means of the preceding formula the value of X has been calculated for various 
concentrations used in the mixture of calcium chloride and potassium chloride, and 
the results are given in table 7. Тһе significance of the symbols has already been 
given. 


CALCIUM CHLORIDE. 


Taste 7.—H ydration of Calcium Chloride in the Mixture. 


m М, «ТАК АБ; 7 X А [т І’! М Н 
СаС1,+0.9 КСІ..... 


1.0 0.5 0.573 | 3.920 2.034 | 0.456 4.981 | 4.886 10.2 | 23.8 
1.4 СаС1,+1.3 KCl..... 0.7 | 0.529 | 3.829 | 2.769 | 0.909 | 5.254 | 5.086 | 13.7 | 19.6 
1.8 СаС1+1.7 KCl..... | 0.9 | 0.491 | 3.687 | 3.464 | 1.537 | 5.556 | 5.323 | 17.1 | 19.0 
| 2.2 CaCl.+2.1 KCl..... | 1.1 | 0.452 | 3.541 | 4.126 | 2.291 | 5.834 | 5.507 | 19.8 | 18.0 
2.7 CaCl»4-2.59 KCI....| 1.85 0.404 | 3.362 | 4.880 | 2.940 | 5.978 | 5.387 | 20.9 | 15.5 
3.1 CaCl;4-2.59 КСІ.... 1.55 0.375 | 3.256 | 5.462 | 3.601 | 5.847 | 5.403 | 22.1 | 14.3 
3.51 CaCl,+2.59 KCl... 1.7553 | 0.355 | 3.179 | 6.084 | 4.320 | 5.928 | 5.436 | 23.1 18.1 


In order to compare the hydrates formed by calcium chloride in separate solution 
with those which it forms in the mixture with potassium chloride, the values of М 
are plotted against the concentrations as abscissas in fig. 1. 

It is seen that while the value of М 

50 increases with increase in concentra- 
I tion, in general, in the mixture as in 
separate solution, M is less in the mix- 

ture than in separate solution of cal- 

cium chloride. This is just what we 

5 should expect, since there is less water 
present as solvent in the mixture of 

I calcium chloride and potassium chlo- 

20 ride, at any given concentration of 
the calcium chloride, than there is at 

11 the same concentration of the single 
solution of calcium chloride. Itisevi- 
dent, from previous work, that while 
the total number of gram-molecules 
of water combined increases, in general, 
Gram Molecules of Salt per Liter of Solution with increase in concentration, the 
Fie. 1. molecular hydration decreases with in- 

І. Calcium Chloride Alone. - crease in concentration. That is, the 

II. Calcium Chloride Mixed with Potassium Chloride. amount of water wi th which molecule 

of the caleium chloride or the resulting ions combine depends upon the number of 
molecules of water present to one molecule of the caleium chloride. If,now,instead 
of increasing the number of grams of salt with hydrating power present in a given 
solution, and thus diminishing the amount of water, we add to the calcium chloride 
a substance like potassium chloride and then make up to the former volume, it is 
evident that, there being less water present, the amount of water with which each 


40 
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Total Number of Gram Molecules of Water Combined 


1 2 3 3.5 
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molecule or ion of calcium chloride will combine will be diminished; that is, the value 
of M will be diminished. 

In order to compare the difference between the amount of water present acting 
as solvent towards the calcium chloride in the single solution and in the mixture, 
with the difference in the values of M in the two cases, we give in table 8, under 
Dno, the difference between the number of grams of water present as solvent in 
the separate solution of caleium chloride and in the mixture at the respective con- 
centrations; under Dm, the difference in the values of M for the separate solution 
of the calcium chloride and in the mixture at the same concentrations. 


TABLE 8. 

m Юн‹зо Dm 
0.5 9 2.4 
0.7 17 2.8 
0.9 22 2.34 
1.1 29 2.61 
1.35 38 4.99 
1.55 38 6.62 
1.7558 42 8.86 


These results are plotted in curves as fig. 2. For the first four concentrations 
the values of M decrease by the same amount, since the amount of potassium 
chloride added is increased as the calcium chloride is increased. Consequently 


40 
Fia. 2. 30 
I. Difference between Amount of Water Present 
in the Single Solution of Calcium Chloride 
and Potassium Chloride. 20 8 


I. Grams of Water 


II. Difference between Values of M for Calcium 
Chloride in Single Solution of Calcium 
Chloride and in Mixture of Calcium Chloride 
and Potassium Chloride. 10 I 


II 


4 


II. Gram Molecules of Water 


م 


5 E 1.5 


Gram Molecules of Salt per Liter of Solution 


the curve for the difference in the values of M is approximately parallel to the axis 
of abscissa (concentration). Referring to table 7, it will be seen that the difference 
between successive values of M diminishes with increase in concentration, until 
finally, in the mixture containing 2.7 N calcium chloride and 2.59 N potassium 
chloride, M has the value 20.9. The effect of the potassium chloride on the amount 
of water with which the calcium chloride can combine is such that, although the 
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same amount of potassium chloride is added to the succeeding mixtures, the calcium 
chloride can increase its water of hydration only slightly, and by a constant differ- 
ence, with increase in the concentration of the calcium chloride added. Conse- 
quently, there is increasing deviation, in fig. 1, between the curve representing the 
value of M for the single solution and that representing M for the mixture. In 
fig. 2 the difference between the values of M for calcium chloride in the separate 
solution and in the mixture is approximately proportional to the difference in the 
amount of water present acting as solvent towards the calcium chloride in the sepa- 
rate solution and in the mixture. This is shown by curve II. 

It must be borne in mind that these results are based on the assumption that 


calcium chloride breaks down at once into Ca, Cl, Cl; also, that the entire decrease 
in conductivity upon mixing is due to re-formation of the molecules, whereas a part 
of the decrease is certainly due to viscosity and friction of the ionic spheres, as 
already mentioned. 

In order to ascertain the effect upon the hydrates formed, a pair of salts, both of which 
have hydrating power, was next studied. 

For this purpose it was considered desirable to investigate, first, a case where 
both the salts employed have a large hydrating power, and where the hydrating 
power of the two salts in single solution is of the same order of magnitude. Calcium 
chloride and magnesium chloride fulfill these conditions. (Tables 9 to 11.) 


"TABLE 9.— Calcium Chloride—Data for Freezing-point and Conductivity Measurements, Weight- 
normal Corrections, and Hydrates. 


Freezing-point. Hydrates. 
m 
^ A [m a L L: M H 
0.15 0.74 4.93 0.677 4.38 4.91 6.0 40.2 
0.25 1.265 5.06 0.653 4.29 5.03 2 32.8 
0.35 1.801 5.15 0.633 4.22 5.11 9.7 27.8 
0.45 2.35 5.22 0.598 4.08 Б 147 25.9 
0.65 3.55 5.62 0.565 3.96 5.58 1597 24.3 
0.85 5.05 5.94 0.534 3.85 5.83 18.9 22.3 
1.05 6.65 6.33 0.505 3.74 6.18 21.9 20.9 
1:25 8.41 6.78 0.482 3.65 6.50 24.3 19.5 
1.45 10.51 7.25 0.455 3.55 6.99 27.3 18.8 
Conductivity. Weight-normal corrections. 
m 
| Со 
B k Ho | W sol Wan W H:0 a as ane ч 
6.6666 0.01499 | 99.9 | 25.3227 0.41625 24.90645 0.4 


4.0000 0.02407 96.3..| 25.5423 0.69375 24.84855 
2.8571 0.03270 93.4 25.8040 0.97125 24.83275 
2.2222 0.03969 88.2 26.0110 1.24875 24.76225 
1.5380 0.05424 | 83.4 | 20.4384 1.80375 24.693465 
1.1765 0.06690 | 78.7 26.8816 | 2.35875 24.52285 
0.9523 0.07824 74.5 27.2846 | 2.91375 24.37085 
0.8000 | 0.08885 (fall 27.6792 3.46875 24.21045 
0.6897 0.09788 | 67.2 28.1293 4.02375 24.10555 


н> NOOR Оо оҥ 
Сл Or їл Co 4 сл лл 
соо монан ноо 
O N © O cio -1o0»H 
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MAGNESIUM CHLORIDE. 


normal Corrections, and Hydrates. 
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TABLE 10.—Magnesium Chloride—Data for Freezing-point and Conductivity Measurements, Weight- 


Freezing-point. Hydrates. 
т 
A Alm a L L’ M H 
0.15 0.747 4.98 0.705 4.48 4.97 5.5 36.5 
0.25 1.306 5.22 0.667 4.34 5.20 9.2 36.7 
0.35 1.910 5.46 0.625 4.19 5.43 12.7 30.3 
0.45 2.537 5.64 0.601 4:10 5.58 14.9 33.1 
0.65 3.854 5.93 0.570 3.98 5.86 17.8 97.4 
0.85 5.404 6.36 0.525 3.81 6.26 21.7 25.6 
1.05 7.191 6.84 0.489 3.68 6.70 25.1 23.9 
1.25 9.236 7.39 0.456 3.56 7.20 98.1 22.5 
1.45 11.470 7.91 0:417 3.41 7.07 30.9 21.3 
Conductivity. Weight-normal corrections. 
т 
К k Ms W so W зац W H:0 Correction, 
per cent. 
0.15 | 6.6666 | 0.01364 | 90.9 | 25.2954 | 0.3572 | 24.9382 0.2 
0.25 | 4.0000 | 0.02153 | 86.1 | 25.5072 | 0.5954 | 24.9118 0.4 
0.35 | 2.8571 | 0.02824 | 80.7 | 25.7066 | 0.8333 | 24.8731 0.5 
0.45 | 2.22922 | 0.03618 | 80.4 | 25.8825 | 1.7170 | 24.8108 0.8 
0.65 | 1.5380 | 0.04786 | 73.6 | 26.2378 | 1.5480 | 24.6898 1.2 
0.85 | 1.1765 | 0.05761 | 67.8 | 26.6460 | 2.0243 | 24.6217 1.5 
1.05 | 0.9523 | 0.06628 | 63.1 | 26.0011 | 2.5006 | 24.5005 2.0 
1.25 | 0.8000 | 0.07350 | 58.8 | 27.3538 | 2.9768 | 24.3770 2.5 
1.45 | 0.6896 | 0.07804 | 53.8 | 27.7095 | 3.4532 | 24.2563 3.0 
MIXTURE OF CALCIUM CHLORIDE AND MAGNESIUM CHLORIDE. 
TABLE 11.— Data for Mixtures of Calcium Chloride and Magnesium Chloride. 
Conductivity. 
m Me Ve ky k D ke Me a 
T. 0.15 | 6.6666 0.01499 0.01406 | 93.8 | 0.636 
AOL m 0.18 6.6666] 0.026922 0.01364 0.00171 0.01286 85. | 0.664 
OROL uus 0.25 | 4.0000 0.0240 .02 
08 MaC, Pet 0:25 | 4.0000/| 0.041214 1905153, 0.00439 40 01950 | 78.0 | 0.605 
0.7 CaCl,. ...... 0:35 | 2.85711] o 053615 |/0-08270| o 00732 0.02882 | 82.3 | 0.558 
а Mer И IE 
DES 0.45 | 2. i i i ; 
орото ва оа 
M iu 0.65 | 1.5380 ; ; : | 
к npe о л 
E 0.85 | 1.1765 | | 
17 Meci, Ur 0.85 | 1.1765/| 0.094339 199576; 0.09017 0.04341 51.1 | 0.306 
| ....| 1.05 | 0.9523 0.07824]. 
21 M ECL. yit 1.05 | 0.9523 pos 0.06028 0.04374 0.04552 | 43.4 | 0.336 
| 1:25 | 0.8000 | | 
ENGI) 1:25 |0:8000/| 0-10278 0:07350) 0-05957 10-04487 35.9 | 0.278 
20 Cal. ...... 1.45 |0.6896| o лоот /0.09738| o o7535 [0.05884 | 40.6 0.275 
2.9 MgCl........ 1.45 | 0.6896 0.97804 і 
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TABLE 11—Continued. 


Weight-normal corrections. Fr.-pt 
| | à 
т | Wsa W sau Мно e үер А 
0.3 СаС1,+0.3 MgCle........... 25.6460 0.77345 24.87255 0.5 1.553 
0.5 CaCl:-+0.5 MgCle........... 26.0314 1.28915 24.74225 | 1.0 2.704 
0.7 CaCle+0.7 MgCls........... 26.4594 1.80475 24.65465 | 1.4 4.053 
0.9 CaCl;4-0.9 MgCle........... 26.8453 2.32045 24.52485 1.9 5.548 
1.3 CaCl;1-1.3 MgCle........... 27.6088 3.35175 24.25705 | 3.0 9.320 
1.7 CaCls1-1.7 MgCls........... 28.3821 4.38305 28.99905 4.0 18.50 
2.1 СаС1,+2.1 МеСІ,........... 29.1096 5.41485 | 28.69525 | 5.2 19.50 
2.5 CaCle+2.5 MgCle........... | 29.8333 6.44555 23.987175 6.5 27.25 
2.9 CaCl2+2.9 MgCle........... 30.5280 7.47695 | 23.05105 8.8 37.0 


In table 12, т, = 


tion of each salt in the mixture, as given in table 11. 


normal concentration of each salt in the mixture. 


a = dissocia- 
mL=lowering of freezing 


point, calculated from formula [(1.86X2a)+1.86]m. The correction percentage is 
deduced on the assumption that the two salts form the same hydrates in the mixture 
that they form in separate solutions. Upon this assumption the amount of water 
which each salt would eliminate from the sphere of action as solvent is calculated 
from the formula 


1000 — (2 X 1000 | 
L 


The values for magnesium chloride and calcium chloride are added together, and to 
this is added also the difference between 1,000 grams and the amount of water actu- 
ally present in one liter as given by the weight-normal corrections. This, then, is 
given as a percentage correction in the column headed “Correction, per cent.” 
The value mL is divided by this percentage and the result given under A. 
Evidently the sum of the values of A for caleium chloride and magnesium chloride, 
as thus found, should equal the lowering found experimentally for the mixture in 
question. These values are placed side by side, for comparison, in table 12. 


Taste 12.—Conditions in the Mixture of Calcium Chloride and Magnesium Chloride. 


| | ; | 
т me | а | mL Correction, A A (calculated) A (exp.)| Diff. 
| | 
س‎ | | ————Є————-Є —————с—є———— 
0.3 СаС1 0.636 | 0.634 у 0.803] 
03 MgCl, 0.15 0664 | 0:650 78.9 0.823 1.626 1.553 | 0.073 
5 CaCl, 0.589 | 1.012 1.488]! 
Q5 Meca 0.25 0.605 1.027 68.0 1.510 2.998 | 2.704 0.294 
а 0.558 | 1.378 2.345 
07 MgCl, 0.35 0 549 | 1:366 58.8 2:325 4.670 4.053 | 0.617 
9 CaCl, 0.510 | 1.690 3.298]. | 
0:9 MgCl, /-- 0-49 10:538 1:738 51.2 1 3:392] 6.690 5.543 | 1.147 
13 Mach 0.65 (0.254 а AR 12.033 9.320 | 2.713 
1.7 CaCl: 0.406 | 2.865 if 1.18 
17 MgCl, f> .. 0.85 (9:396 | 2/832 25.8 1100 22.13 13.5 8.629 
.1 CaCl, 0.357 | 3.346 [22.85 
2:1 MgCl | 1.05 0:336 | 3 264 14.7 22 99 45.14 19.5 25.64 
men КИШИ: ee шз". _ 
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It is unnecessary to extend these calculations to the remaining, more concentrated 
mixtures, since it is evident that the differences between the values calculated on 
the basis that the two salts form the same hydrates in separate solutions that they 
form in the mixtures, and the values for A obtained experimentally become increas- 
ingly larger with increase in concentration. It is further evident that the hypothe- 
sis is untenable from the fact that it would call for the elimination of 944 grams of 
water per liter of solution in the case of the 2.5 N mixture of the above salts, and of 
1,047 grams in the case of the 2.9 N mixture. 

At the moment of mixing the two solutions, each salt is prevented from forming 
the hydrate which it ordinarily forms in separate solution by the amount of water 
which has been eliminated from the sphere of action as solvent in the formation 
of the hydrate of the other component of the mixture. Consequently, for the more 
dilute solutions at least, the hydrates formed by a salt in separate solution should be 
related to the hydrates formed by the same salt in the mixture at corresponding 
concentrations, as the amount of water present as solvent in the single solution 
is related to the amount present as solvent in the mixture. For example, take 
calcium chloride and magnesium chloride, 0.15 N solutions of each. Referring to 
tables 9 and 10, if .X represents the unknown value of M for calcium chloride, in 
the mixture 6 : X :: 1,000 : 897. 6.0 is the value of M for 0.15 N calcium chloride 
in separate solution, and this has been corrected to 1,000 grams of solvent. The 
figure 897 is found by subtracting from 1,000 the number of grams of water with 
which the magnesium chloride combines when it forms the hydrate indicated for the 
concentration in question in table 10, plus the difference between the amount of water 
present in the solution and 1,000 grams, as given by the weight-normal correction. 

Having thus obtained the values of M for the salts in the mixture, it is possible 
to solve for L’ from the equation 


1000 — [= x 1000 | 


18 

where L represents the theoretical lowering found for the salt by calculating it from 
the value of a, which has been determined for the mixture in question. This value 
of L/ must then be corrected, in order to obtain the value as it would be observed, 
by dividing it by the proper per cent. This percentage correction is found by de- 
ducing the number of grams of water eliminated as water of hydration by the other 
salt in the mixture, basing the calculation upon the value of M worked out for the 
mixture. То this must be added the percentage correction which the weight- 
normal correction has given. 

The sum of these values for L’ for the two salts in the mixture should then be 
equal to A as found experimentally for the mixture, provided this hypothesis is 
correct. In table 13 the values thus obtained are given. 

M,=the value for M deduced from the proportion. 
Li" =the value for L’, with proper percentage correction. 
Sum sum of the two values for L!” for the two salts multiplied by 
the normality of the solution. 
A=the lowering found experimentally for the same mixture. 


М = 
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The other symbols employed have the usual significance. 

Without further extending this method of calculation, it is evident that it does 
not give the true value of the hydrates formed, and that the hydrating power is 
larger for the more concentrated mixtures than would be indieated by the propor- 
tions given below. 

This is just what we should expect, since with increasing hydration we do not have 
the process of loss of water from the hydrates formed in separate solution going on 
to the end in the mixture, but instead we have, necessarily, a condition of equili- 
brium between the hydrating powers of the two salts. Also, as a direct result, the 
amount of water thus left uncombined affects the final composition of the hydrates, 
as already indicated. 

This condition of equilibrium is not represented by the proportions given above, 
since the amount of water playing the part of solvent is not that indicated by these 
proportions. 


TABLE 13.—Freezing-point Lowering, Calculated and Found. 


Ht те М М, L І’ n^ Sum. ^ 
ССТ TT 0.15 | 6.0 1— 5:4 ОЕ | МЫЖ |, ыр 
0.3 MgCls....... 0.15 | 55 HO 45300047482 Ea 1.57 1.553 
Diac d ic 0.25 | 8.2 | 6.8 | 4.100 | 4.685 | 5.52 
0.5 MgCh....... 0.25 | 9.2 | 7.8 | 4.050 | 4.715 | 5.44 || 2-74 | 2.704 
ШО CA йл [ЛЛ Т 7:5 4: 3:936 | 4:547 Ёл 
07ME ...... 0.35 | 12.7 | 10.5 | 3.902 | 4.808 | 564 | 3-97 | 4.053 
Toca 045 | 117 | ве 13.758 | 4498 | 577 
0.9 MgCls....... 0.45 | 14.0 | 11.8 | 3.862 | 4.897 | 5.92 9.26 5.543 
ТСЕ a 0.05 | 15.7 | 10.7 | 3.548 | 4.394 | 5.94 
NET 0.65 | 17.8 | 12.8 | 3.570 | 4.639 | 5.97 7.14 9.32 
OO 0.85 | 18.9 | 11.5 | 3.371 | 4.251 | 6.06 
12 MeOh....... 0.85 | 21.7 | 14.3 | 3.332 | 4.487 | 5.96 | 10-21 | 18.5 


If we consider that the values of M for calcium chloride and for magnesium 
chloride in separate solutions, since their hydrating powers are nearly equal, repre- 
sent the relative hydrating powers under the same conditions for the two salts, 
at the concentration corresponding to any pair of values of M, then it becomes 
possible to calculate the approximate composition of the hydrates of calcium chloride 
and magnesium chloride in the mixture. Selecting, for example, the mixture con- 
sisting of 1 part of 1.7 N calcium chloride and 1 part of 1.7 N magnesium chloride, 
then: 

Let X equal the number of grams of water eliminated in the formation of the 
hydrate of calcium chloride which occurs in the mixture in question. If the hy- 
drates of calcium chloride and magnesium chloride in the mixture are related as they 
are in separate solutions, they will be to each other as 18.9: 21.7 (see tables 9 and 10), 


м 


A E 
hence, 189 X =the number of grams of water eliminated in the formation of hydrate 


of magnesium chloride in the mixture. 
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From the equation 


1000 — E X 1000 | 
18 


М = 


we have 


3371 


X-1000— 77. (1) 


where 3.371 is the lowering found for 0.85 N calcium chloride by calculation from 

the value of a given in table 11, and Lo, =the lowering observed for calcium chloride, 

corrected properly for water less than 1,000 grams, and multiplied by m. 
Similarly, 


217 3332 
189 & = 1000 — p (2) 


Let L,= observed lowering due to magnesium chloride. Then, 13.5? — L= 
observed lowering due to calcium chloride (vide table 11). 


Then, 
yi _LmX0.85 
TO MOBI can (3) 
1000 100 


where 0.85 is the normality in question, and the denominator is the necessary per- 
centage correction, based upon the value of X and the correction given in table 11. 
Similarly, 
Lo, X 0.85 
217 
=— 4 
t 189 4 (4) 


1000 100 


13.5 — L = 


From equation (1), 
lo c Ер (8) 


From equation (2), 
3332 


1.000—1.148X 


Ly,— (6) 

Eliminating То by combining equations (3) and (4), and then substituting the 
values of nm and Ly, from (5) and (6),it becomes possible to solvefor X. Ву this 
method the values of M for caleium chloride and magnesium chloride in this mixture 
are found to be 17.1 and 19.6, respectively. 

By the above methods the values of M for the mixtures between 0.9 N and 2.9 
N have been derived, and are given in table 14, under М. The abbreviations at the 
top of each column have the usual significance, the suffix c indicating that the values 


are for the salt in the mixture. 
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For the sake of comparison, the values of M for calcium chloride and magnesium 
chloride in separate solutions are plotted as curves against concentration (as axis of 
abscissas). Upon the same sheet are drawn similar curves for the values of M in 
the mixture. 


TABLE 14.—H ydration in the Mixture of Calcium Chloride and Magnesium Chloride. 


m Me a Le M A Sp 5 М, 


m 


Cals ae ort 0.65 0.454 3.548 15.74 9.32 3.0 
CAC 0.85 0.406 3.371 18.92 13.5 4.0 17.1 
260506950 1.05 0.357 3.187 21.92 19.5 5.2 19.8 
Gals... 1.25 0.314 3.028 | 24.32 27.95 6.5 22.8 
(Cal. ee 1.45 0.275 2.883 27.29 37.0 7.8 25.9 
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Upon comparing curve I, fig. 3, the hydra- 
tion of magnesium chloride alone, with curve 
IV, the hydration of the calcium chloride in 
the mixture, it will be seen that where I rises 
IV falls, and vice versa. This is exactly what 
we should expect, since an increase in the 
hydrating power of magnesium chloride should 
result in a corresponding decrease in the 
amount of water with which the calcium chlo- 
ride would be able to combine in the mixture, 
unless à corresponding increase in the hydrat- 
ing power of the calcium chloride in separate 
solution should also occur. Again, comparing 
curves I and II, and III and IV, the hydrates 
in separate solution and in the mixture are of 
the same general order of magnitude, except 
where the presence of the one salt in the mix- 
ture alters the composition of the hydrate 
formed by the other. 5 1. 1.5 

It was thought desirable to compare the effect of Gram Molecules of Salt 

М з $ р per Liter of Solution 
a salt with less hydrating power mixed with one of pube 
greater hydrating power. I. Magnesium Chloride Alone. 
For this purpose calcium chloride and stron- 1“ ^©шөд “Blonde Mixed with Calcium 

^ » 2 III. Caleium Chloride Alone. 
tium chloride were selected, the hydrating power IV. Calcium Chloride Mixed with Magnesium 
of strontium chloride being somewhat less than кши 
that of calcium chloride. 

The data for the separate solutions of calcium chloride have already been given. 
Those of strontium chloride follow in tables 15 and 16. 


30 


25 


20 


15 


10 


Total Number of Gram Molecules of Water Combined 
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STRONTIUM CHLORIDE. 


TABLE 15.—Strontium Chloride— Data for Freezing-point and Conductivity Measurements, 
Weight-normal Corrections, and Hydrates. 


Freezing-point. Hydrates. 

m A A [m a L L M H 
0.15 0.753 5.02 0.747 4.64 4.99 3.9 26.0 
0.25 1.249 5.00 0.705 4.48 4.97 5.5 22.0 
0.35 1.774 5.07 0.678 4.39 5.08 ail 20.3 
0.45 2.333 5.18 0.655 4.30 5.13 9.0 20.0 
0.65 8.521 5.42 0.616 4.15 5.34 12.4 19.1 
0.85 4.863 5.72 0.581 4.02 5.60 15:7 18.5 
1.05 6.354 6.05 0.553 3.93 5.91 18.7 17.8 
1.2354 7.861 6.36 0.522 3.80 | 6.17 21.3 17:2 

Conductivity. Weight-normal corrections. 
m y | k | W | hy Wao Correction, 
| | Mo sol | salt 2 per cent. 
0.15 | 6.6666 0.01538 | 102.5 25.5325 0.59437 24.94810 0.3 
0.25 | 4.0000 0.02418 | 96.7 25.8496 0.99060 24.85898 0.6 
0.35 | 2.8571 0.03259 93.1 26.1900 1.38688 | 24.8031 0.8 
0.45 2.2222 0.04048 90.0 26.5388 1.7831 24.7557 1.0 
0.65 1.5880 0.05502 84.6 27.1044 | 2.5756 24.6188 1.5 
0.85 | 1.1764 0.06782 79.8 27.8553 3.3681 | 24.4872 | 2.1 
1.05 | 0.9528 0.07980 76.0 28.5072 4.1606 | 24.4066 | 2.4 
1.2354 | 0.8945 0.08861 | 71.7 29.1297 | 4.8954 24.2344 | 3.1 


TABLE 16.—Mizture of Calcium Chloride and Strontium Chloride—Data for Conductivity Measure- 
ments and Weight-normal Corrections. 


Conductivity. 


m | ж Ve ED ke Le a 
авт mhi. | 0.15 | 6.6666 | 0.01499 0.13840 | 92.3 | 0.625 
0.3 SrCls......... 0.15 | 6.6666 | 0.01538/| 0: 02824 | 0.00213 0.01440 96.0 0.699 
erence | 0.25 | 4.0000 | 0.02407 i i ; 
Qe A qu | 025 | 4.0000 | 0.02418/| 0.04398 | 0.00428 0.02220 вав | 0.647 
«AL г. | 0.35 | 2.8571 | 0.03270 
ОЛКО, "7 10.35" | 2.8678 | 01032507) 0:05188 | 0:00710 0.02929 827 | 0.610 
OO | 0.45 | 2.2222 | 0.03969| | 10. | 76. 51 
TT TR | 0.45 | 2.2222 0.04048), 0-07049 0.00988 10.03603 | 80.1 0.883 
З CaCh........ 0.65 | 1.5380 0.054241) | | [-68:1 | 0. 
iL PEL. | 0:65 | 1.5380 | 0.05502/| 0.09073 0.01852 10.04649 | 71.5 | 0.521 
TACO | 0.85 | 1.1765 | 0.066901 o 10556 | 0.02918 (0-05117 | 60.2 | 0.408 
ia UU | 0:85 | 1.1765 | 0.06782/| 0:105 | . 0.05439 | 64.0 | 0.466 
aoa | 1.05 | 0.9523 0.078241 » 11428 | 0.04376 [0.05458 | 52.0 | 0.352 
A us | 1.05 | 0.9523 | 0.07980/ 9 M {0.05970 | 56.9 | 0.414 

F | Weight-normal corrections. Fr.-pt. 

m d Sain 3 

m Изо 5 Weatt Wu; | Por HAPUS A 
te aCe eee 25.8463 | 1.0106 | 24.8357 | 0.7 1.503 
олш Өе 20.4106 | 1.6844 | 24.7262 | 11 | 2.626 
OOO LOTTO ST 26.0452 | 2.3581 | 24.5871 | 17 3.906 
GG aC 10.9 GrCh TS 27.4711 | 3.0319 | 24.4392 | 22 5.310 
NEO S. oe e 28.5071 | 4.3704 | 24.1877 | 3.3 8:682 
СНО DE TEC eoi s 20.6881 | 5.7269 | 23.9112 | 44 12.924 
2.1 СаСи--2.1 8гС1,............. 30.0744 | 7.0744 | 23.0081 | 5.6 | 18.200 
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MIXTURE OF CALCIUM CHLORIDE AND STRONTIUM CHLORIDE. 


For the sake of comparison, the lowerings of the freezing-point which would be 
obtained from the mixture of calcium chloride and strontium chloride are given in 
table 17, basing them upon the same method of calculation as that already given in 
detail for table 13. The symbols used have the same significance in the two tables. 


TABLE 17.—F reezing-point Lowering, Calculated and Found—Mizture of Calcium Chloride 
and Strontium Chloride. 


m Me M М, L JU" L'e Sum. A 
@ ОСОО КОО. ШЕК EO лр | Ж | 5:00 
0.3 SrCls........ 615 8.9 35 | 44615 | 4:76 oh 5.920) ا‎ 
Os CaCl, 39 0.254, 8:2. |o- 7.8 404.0569 ы 4.672] (5.16) | 05 019 3 OR OR 
OBS aali к ав 4 266) iol 5:23 
07 CaCl. ccc. 0.35.1. 9.7 lu 8.3 | 8.042, | 4.63") 15.261] я 
оО A И | 1979 2| BE - : 
САС 0,45. 117 9.5 139,701. 4 CN е 
09.SrOl..... 0451. 0 6.9. de 4.0304 174.60 | 2% 
je nl S... 0.05. 35.7. | 11.7 | 3.570. | 4.58 | Баа 
13 Srl nena 0.65 | 124 | 86 | 3.707 | 4.48 5.92 
heal s "85 12.8 | 3.378 | 4.39 | 5.61 
" BO. 0.85 15.7 | 9.7 | 3.593 | 435 | 6.007 | 9.877 | 12.924 
"P Cab oce + 21:9 | 33:3] 03: 171: | 4.07 07 Е 
21 SEO UNO. 1.05 | 18.7 | 103 | 3.400 | 417 | 5.92) | 11.990 | 18.290 


D 


It will be noted that in table 17, again, as in the case of the mixture of calcium 
chloride and magnesium chloride, the difference between the lowering as calculated 
upon the hypothesis that, for the more dilute solutions, at least, the hydrates formed 
by a salt in separate solution are related to those formed by the same salt in the 
mixture at corresponding concentrations as the amount of water present as solvent 
in the mixture—the difference between this and the lowering found experimentally 
becomes increasingly large. ‘This has been discussed in the preceding case. 

The method of calculating the composition of the hydrates existing in a mixture 
of two salts with about the same hydrating power, such as caleium chloride and mag- 
nesium chloride, was based upon the assumption that the values of M in their sepa- 
rate solutions represent the relative hydrating powers under the same conditions 
for the two salts in their mixtures. While this applies where the hydrates formed 
are of approximately the same degree of complexity, it would involve an error in the 
case of two salts of very different hydrating powers. For, if the power of forming 
hydrates, 1. e., of eliminating water from the sphere of action as solvent, differs, then, 
when two such substances are mixed, if a decrease in the amount of water eliminated 
from the sphere of action as solvent occurs, this decrease must be assigned to the 
two salts inversely as their values of M in separate solutions. This follows from 
a consideration of the fact that the salt with greater hydrating power will have, 
consequently, greater power of dehydrating the salt with lesser hydrating power. 
Therefore, the salt which has less power to unite with water must suffer the greater 
loss in water of hydration in the presence of the salt with stronger hydrating power. 

Upon this assumption the following method of calculating the approximate 
composition of the hydrates in such a mixture has been worked out: Take the case 
of a mixture consisting of one volume of 0.3 N strontium chloride and one volume 
of 0.3 N calcium chloride. 
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Let X equal the total decrease in the number of grams of water eliminated from 
the sphere of action as solvent in the mixture, as compared with that eliminated 
in the separate solutions. 


Then 2 X — diminution in number of grams of water eliminated by calcium 


chloride, and E X = diminution in number of grams of water eliminated by stron- 
tium chloride (see tables 9 and 15 for the values of M in separate solutions). 

108.5 grams of water were eliminated by the calcium chloride as water of hydra- 
tion in the 0.15 N separate solution of that salt (see table 9). 70.5 grams were 
eliminated by the strontium chloride (see table 15). Therefore, 


4186 
108.5—0.39X —1000— 227” (1) 
Lo, 
4461 
70.5—0.61X —1000— —7- (2) 
Ls, 
А 4186 4461 


Са $91.54-0.39x, 2024 Lsr= 929 5.L9.61X 


Let І = observed lowering for calcium chloride in the mixture; then, 


1/ = 41860.15 . 922.5+0.61X 3) 
° 891.5+0.39X ` 1000 


4461X0.15 . 884.5--0.39X 


ГА 
— 22 — = 4 
еы 929.5--0.61X 1000 e 
Combining equations (2) and (4), 
4186 015 4461 0.15 


1.503 = 599 0.904 +.0002379X? * 822+0.902X +0.0002379X° 


From this equation the approximate value of X can be obtained. The values of 
M and H for the mixture of calcium chloride and strontium chloride, thus obtained, 
are given in table 18. The symbols have the usual significance. 


| | | | : 
т | me | a | L M | A | Sp. gr. M, He 


0.3CaCh....... 0.625 | 4.186 | 6.0) | 5.1 | 34.0 
03 &rCl......... 0.000 | 4.461 | 2.9) | 4*9 | 97 |124 | 16.0 
0.5 CaCl,. ...... I в SAL sag [лї 7.8 | 29.2 
0.5 SrCl......... 0.647 | 4.200 | 5.5 l 4.2 | 16.8 
0.7 CaCl........ men 2 900 и оов | 16-|/ 925021 
0.7 SrCl........- 0.010 | 4.127 | 7.1 6.5 | 18.6 
0.9 CaCl.. ...... DOCS UE |: soto: [зз LILLE | 262 
0.9 SrCl......... 0.583 | 4.030 | 9.0 83 182 
TAS 0. 3.576 | 

за. с... (QE 370 124 А ees 16 | 178 
К, 0.408 | 3.378 | 18. .3 | 21. 

L7 BrCl. | 0466 | 3.508 | 15.7/ [e ae 150 | 17.6 
| | 0.352 | 3.171 | 21. | | jar. 

аы с... 0.414 | 3.40 | 18.7) | 18:20 | 56 |1182 | 17.3 
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For the sake of comparison, the values of M for the separate solutions of calcium 
chloride and strontium chloride and those for the mixture of the two salts have been 
plotted as curves in fig. 4. 


Fic. 4. 
I. Calcium Chloride Alone. 
II. Calcium Chloride Mixed with Strontium Chloride. 
III. Strontium Chloride Alone. 
IV. Strontium Chloride Mixed with Calcium Chloride 


Total Number of Gram Molecules of Water Combined 


.5 1 
Gram Molecules of Salt 
per Liter of Solution 


We find that the results expressed in fig. 4 are of the same character as those 
shown in fig. 3 for the mixture of calcium chloride and magnesium chloride. The 
curve of hydration of each salt in the mixture is parallel to the curve of itshydration 
in the single solution, except where large values, as shown in curve I, for calcium 
chloride alone have produced a corresponding lessening in the amount of water with 
which the strontium chloride has been able to unite in the mixture at a normality 
of 0.15 to 0.35. An increase in the hydrating power of the calcium chloride must 


necessarily be accompanied by a corresponding decrease in the complexity of the 
hydrates of strontium chloride. 


TABLE 19.— Difference in Amount of Water Present as Solvent in Separate Solutions and in Mixtures. 


Calcium chloride in mixture | Strontium chloride in mix- 
of calcium chloride and ture of calcium chloride 
m. strontium chloride. and strontium chloride. 
DH:0 Dm DH:0 Dm | 

0.15 46 0.9 96 1.5 
0.25 81 0.9 137 1.8 
0.35 127 0.4 176 0.6 
0.45 162 0.6 212 0.7 
0.65 226 0.6 289 0.8 
0.85 295 0.6 353 0.7 
1.05 359 | 0.4 419 5.0 
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In order to compare the difference in the amount of water present assolventinthe 
single solution and in the mixture with the difference in the value of M in the two 
cases, these values are tabulated. (Table 19.) Dzy,o is the difference in the amount 
of water present as solvent in theseparate solution and in the mixture. Itis found for 
a given salt by adding to the number of grams of water eliminated as water of hydra- 
tion by the other salts in the mixture, the difference between the correction to weight- 
normal standard in the case of the separate solution of the salt in question and in the 
mixture. D, is the difference between the value of M in the single solution and 
in the mixture. These values are plotted as curves in figs. 5 and 6. The concen- 
trations are the abscisse, and for curve I the grams of water are taken as ordinates. 
In eurve II gram-molecules of water form the ordinates. 
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5 1. 
Gram Molecules of Salt per Liter of Solution 


It is readily seen from a comparison of the curves that the decrease in the amount 
of water present as solvent in the mixture is not accompanied by a corresponding 
decrease in the values of M. Here again, as in the case of the mixture of ealeium 
chloride and potassium chloride, the difference in the values of M is nearly constant, 
because the concentration of both salts present in the mixture is increased at the 
samerate. Slight changes might be manifest if the ions and molecules have different 
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hydrating powers, as seems very probable. 
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'Then a decrease in the number of ions 


and a correspondingly large increase in the number of molecules of dissolved sub- 
stance present, such as necessarily occurs owing to suppression of the ionization in 
the mixture, would be accompanied by a change in the number of grams of water 
combined. That this plays a part in the change noted seems very probable. 

For purposes of comparison these same values are given іп table 20 for a few concen- 


trations in the case of calcium chloride and magnesium chloride. 


are of the same kind. 


TABLE 20.—Miztures of Calcium Chloride and Magnesium Chloride. 


Calcium chloride in calcium | Magnesium chloride in cal- 
chloride and magnesium cium chloride and magne- 
m chloride mixture. | sium chloride mixture. 
| TR A - s 
| "но | Dm Duo Dm 
| 
0.65 3102 mE 1.2 279 1.4 
0.85 373.8 1.8 | 338 2 
1.05 435.0 2:1 389 2.4 
1.25 507.0 1.5 450 1.8 
1.45 562.2 1.4 512 2.0 


MAGNESIUM NITRATE AND STRONTIUM NITRATE. 


A pair of nitrates was next studied. 
The salts must be of such a nature as not to unite to form complexes when mixed, 


and must have hydrating power. 


selected. The data for these two salts are given in tables 21 to 23. 


The phenomena 


Magnesium nitrate and strontium nitrate were 


TABLE 21.—Magnesium Nitrate—Data for Freezing-point and Conductivity Measurements, 
Weight-normal Corrections, and Hydrates. 


Freezing-point. Hydrates. 
m 
A A [m a L Јр? М Н 
0.15 0.749 4.99 0.711 4.50 4.97 5.3 35.1 
0.25 1.252 5.01 0.671 4.36 4.96 6.7 26.9 
0.35 1.805 5.16 0.636 4.23 5.09 9.4 26.8 
0.45 2.395 5.32 0.607 4.12 5.22 I 26.0 
0.55 3.019 5.49 0.587 4.05 5.36 13.6 24.7 
0.65 3.669 5.64 0.562 3.95 5.49 15.6 24.0 
0.75 4.393 5.86 0.542 3.88 5.68 Me Qu 2518 
Conductivity. Weight-normal corrections. 
m | C З 
ү k Hs Wsa LET Wad aion 
0.15 6.6666 0.01370 91.3 25.4306 | 0.5507 24.8738 | 0.5 
0.25 | 4.0000 0.02156 86.3 25.6880 | 0.9277 24.7603 1.0 
0.35 2.8571 0.02861 81.8 25.9782 1.2989 24.6794 1.8 
0.45 2.2222 0.03512 78.1 26.2075 1.6610 24,5376 1.8 
0.55 1.8182 0.04151 75.5 26.4748 2.0411 24.4338 2.8 
0.65 1.5380 0.04694 72.2 26.7605 2.4122 24.3484 2.6 
0.75 1.3333 0.05226 69.7 27 .0203 2.7833 24.2371 3.1 
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TABLE 22.—Strontium Nitrate—Data for Freezing-point and Conductivity Measurements, 
Weight-normal Corrections, and Hydrates. 


[ | 3 

| Freezing-point. Hydrates. 
m | = | — — 

> gard Alm | a Lx M M H 
0.15 | 0.674 4.49 0.653 4.29 4.46 2.1 14.1 
0.25 | 1.085 4.34 0.592 4.00 | 4.29 | 2.98 11,9. 9] 
0.85 | 1.516 4.33 0.548 3.80 4.25 4.6 13.2 
0.45 1.903 4.23 0.507 3.75 4.13 5.1 11.4 
0.55 2.286 4.16 0.475 3.63 4.04 5.6 10.3 
0.65 | 2.681 4.12 | 0.446 3.52 3.98 6.4 9.9 
0.75 | 3.060 4.08 0.417 3.41 3.92 72 9.6 

Conductivity. Weight-normal corrections. 

| XX m { ix = 
E d y | 1 | W | Correction, 

| 0 Ho sol W sau Wmo | per cent. 
0.15 6.6666 | 0.01316 | 87.8 25.6245 0.7938 24.8307 | 0.7 
0.25 | 4.0000 | 0.01990 | 79.6 26.0440 1.3542 24.6898 | 1.2 

035 2.8571 | 0.02575 73.6 26.4408 1.8960 | 24.5449 | 1.8 

0.45 2.2222 | 0.03004 68.1 26.8623 2.4876 | 24.4247 | 2.3 
0.55 | 1.8182 | 0.08511 63.8 27.2890 2.0793 | 24.3007 | 2.8 
0.65 | 1.5380 0.03894 59.9 27.0907 3.5210 | 24.1697 | 3.3 
0.75 | 1.3333 0.04207 56.1 28.0818 4.0627 | 24.0191 | 3.9 


TABLE 23.—Mizture of Magnesium Nitrate and Strontium Nitrate—Data for Freezing-point and 
Conductivity Measurements, Weight-normal Corrections, and Hydrates. 


| Weight-normal corrections. Fr.-pt. 
m "n › 
Was | Wen | Wao ое nr" 
= ) 
0.3 Mg(NO;)2+0.3 Sr(NOz)2.....| 26.044 | 1.3505 | 24.6936 1.2 1.394 
0.5 Mg(NO;)2+0.5 Sr(NO;)s..... 26.7087 | 2.2819 | 24.4268 2.3 2.351 
0.7 Mg(NO;)2+0.7 Sr (NO)... 27.3970 | 3.1948 | 24.2022 | 3.2 3.371 
0:9 Mg(NOz)2+0.9 Sr(NOs)». ..... 28.0570 | 4.1076 | 23.9435 | 4.2 4.573 
1.1 Mg(NO;)2+1.1 Sr(NOj»..... 28.6884 | 5.0208 | 23.6681 | 5.3 5.646 
13 Mg(NOj;-L3 Sr(NO;)2.....| 29.3508 | 5.9332 | 23.4177 | 6.3 6.803 
1.5 Mg(NOz)2+1.5 Sr(NOs);..... 29.9912 | 6.8460 | 23.1452 7.4 8.169 
Conductivity. 
m | me | Ve м | Е р ke m а 
| اا ج‎ 
0.3 Ме(МО»)+....| 0.15 | 6.6666)| 0.01370 0.01229 81.9 | 0.638 
OB BE A 0.15 |6.666/ 002954 0.01316 0.00302 0.01155 77.0 | 0.573 
0.5 Mg(NO;) 0.25 | 4.0000 {0.02156 
Oe BRUNO, LT 0.25 | 4.0000/| 0.03552 10) 01990 0.00595 10:01668 60.7 | 0497 
0.7 Mg(NOs) 0.35 | 2.85711, [0.02861 102423 69. 
0.7 SENOS. Pie 0.35 | 2.8571/| 0.04466 |\0.02575/| 0.00970 0.02043 58.4 | 0.454 
0.9 Mg(NO 0.45 | 2.2222 10:035121, 1028885 64. 
кошы: 0.45 | 2.2222] 0.09170 бо 03064) 0.01406 10:02208 50.7 0.378 
1.1 Mg(NO: 0.55 | 1.8182 0.04151], \/0.03299 60.0 | 0. 
11 SUNOS... 0.55 | 1.8182/| 0-05707 19:955 | 9-01958 0.02410 43.8 | 0.320 
3 Mg(NO 0.65 | 1.538 0.04694 "03620 55. i 
З аот... 0.65 1.538 0.06100 0.03894 0.02488 0.02479 38.1 | 0.284 
0.75 | 1.33331, 0.05226 . 0:03 ) | 
1 SNO] 0:75 | 1.3333/| 009979 10.04208/ 0.03055. 10.02445 32.6 | 0.243 
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TABLE 283— Continued. 


Hydrates. 
m Ds M A | ee | Me | Н; 
Е | | NE 
0.3 Mg(NO:) 4.231 5.3 | lf 49 | 32.5 
(sO аме 3.992 A S ML E e s 
ИЕ чур | 4042 Gall: оне оз OS 2 
DD Pe ae | 3.707 30j| * үк Neri) „3-6 
0.7 Mg(NOs.. 3.864 ол. HER 
АОК 3.476 4.6 +з $4 | 26 
0.9 Me (NOs). 3.718 | 11. ты wo 25. 
BN NOT Iesu 8.264 | 51 4.9583 | 4.2 ii| 0% 
EMANO UU n mU 3.596 | 13.6 > M Cer 
BUENO. a OS 5.6 | 904 | 5.8 49 8.8 
DUMP UNO: у зто аео ous 15.2 | 234 
DIS UNO е ое | 2.915 $4 оа ) 5:5 „8-5 
MERO tL mS 3.377 6 sir 
SENOS EL. LH | 2/763 72 Lear 5.7 7.6 


The values of M for this mixture are calculated by the method already given. 
Evidently the same method of calculation applies here as in the case of a mixture of 
calcium chloride and strontium chloride. 

The values of M, in single solution and in the mixture, for magnesium nitrate and 
strontium nitrate have been plotted as curves in fig. 7. Тһе phenomena are, in gen- 
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eral, the same as those already pointed out in preceding cases. Curve IV deviates 
from curve III with increasing concentration, showing the effect of the large increase 
in the value of M for magnesium nitrate, with increasing concentration, upon the 
amount of water eliminated as water of hydration by the strontium nitrate. The 
strontium nitrate is dehydrated, partially, by the magnesium nitrate. 
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In table 24 we have the differences in the amount of solvent present and in the 


values of M, as previously described for the corresponding tables. In figs. 8 and 9 
these values are plotted as curves. 


TABLE 24.— Differences in Amount of Solvent Present—Miztures of Magnesium 
Nitrate and Strontium Nitrate. 


| Magnesium nitrate in mixture | Strontium nitrate in mixture 
| of magnesium nitrate and | of magnesium nitrate and 

| strontium nitrate. | strontium nitrate. 

Du 20 D m | D HO | De, 

Om ie 25 | ni" ا‎ E Ti 

0325 56 0.2 128 0.6 

0.35 80 0.6 172 1.3 

0.45 103 0.3 224 0.7 

0.55 118 0.3 264 0.7 

0.65 136 0.4 304 0.9 

0.75 146 0.6 341 1.5 
145 5 
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We have here, again, a uniform decrease in the amount of water present assolvent, 
showing a uniform increase in the hydration with increase in concentration. The 
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eurves showing the differences in the values of M correspond to a constant difference 
in the amount of water eliminated in single solution and in the mixture. This con- 
stant difference is, of course, due to the fact that the concentration of both salts in 
the mixture is increased uniformly. The curves show, also, that this difference is 
slightly affected by the difference in the amount of water present as solvent, since 
they show a tendency to increase as the diminution in water present as solvent 
becomes greater. 


SODIUM BROMIDE AND LITHIUM BROMIDE. 


We next took up a pair of binary electrolytes, lithium bromide and sodium 
bromide, neither of which has a very large hydrating power, the hydrating power 
of the sodium bromide being somewhat less than that of the lithium bromide. 
(Tables 25 and 26.) 


TABLE 25.—Sodium Bromide—Data for Freezing-point and Conductivity Measurements, 
Weight-normal Corrections, and Hydrates. 


í 


Freezing-point. Hydrates. 
m 
A | A [m a L L' M H 
0.25 0.895 | 3.58 0.845 3.43 3.55 1.9 7.6 
0.35 1.249 | 3.57 0.828 3.40 3.54 2.2 6.3 
0.45 1.601 | 3.56 0.815 3.38 3.52 2.2 4.9 
0.55 1.946 | 3.54 0.799 3.35 3.49 2.2 4.0 
0.65 2.998 | 3.54 0.779 3.31 3.48 2. 4.2 
0.75 2.691 | 3.59 0.774 3.30 3.52 3.5 4.6 
0.85 3.054 | 3.59 0.765 3.28 | 3.51 3.6 4.2 
0.95 3.435 | 3.62 0.760 3.27 3.53 4.1 4.3 
1.05 3.839 | 3.66 0.747 3.25 3.56 4.8 4.6 
Conductivity. Weight-normal corrections. 
2 uo | | EF : 
pay: k m Wa | We | Ино eroe 
0.25 | 4.0000 0.01431 57.2 25.4629 0.6438 24.8191 0.4 
0.35 2.8571 0.01963 56.1 25.7300 0.9014 24.7987 0.8 
0.45 2.2222 0.02484 55.2 25.8823 1.1589 24.7234 ies 
0.55 1.8182 0.02974 54.1 26.0735 1.4164 24.6571 1.4 
0.65 1.5380 0.03427 52.7 26.2560 1.6727 24.5833 Ter 
0.75 1.3333 0.03932 52.4 26.4585 1.9844 24.5221 1.9 
0.85 1.1765 0.04401 51.8 26.6155 2.1890 24.4265 2.8 
0.95 1.0526 0.04885 51.4 26.8260 2.4465 24.3795 2.5 
1.05 0.9523 0.05323 50.7 27.0072 2.7040 24.3032 2.8 


Since lithium bromide and sodium bromide are each binary and dissociated to 
almost exactly the same extent at equal concentrations of the solutions, the loss in 
conductivity is apportioned to an equal driving back in the dissociation of thelithium 

Плав 1.9 LiBr 
and 3 
1.7 NaBr 1.9 NaBr 


where the slight difference in the dissociation of the separate solutions is taken into 
account. 


bromide and sodium bromide, except in the mixtures 
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TABLE 26.—Lithium Bromide— Data for Freezing-point and Conductivity Measurements, 
Weight-normal Corrections, and Hydrates. 
Freezing-point. Hydrates. 
m 
A A [m aU NES I cal of He 
0.25 0.917 3.67 0.848 3.44 3.65 3.2 12.8 
0.35 1.292 3.69 0.825 3.39 3.63 Sud 10.6 
0.45 1.679 3.75 0.805 3.36 3.71 5.2 11.6 
0.45 1.679 3-75 0.785 3.32 3.75 6.4 11.6 
0.65 2.514 3.87 0.757 3.29 3.81 455. EG 
0.75 2.957 3.94 0.745 3.27 3.87 8.6 11.5 
0.85 3.418 4.02 0.734 3.25 3.94 9.7 11.4 
0.95 3.900 4.11 0.723 3.23 4.01 10.8 11.4 
1.05 4.881 4.17 0.767 8.21 4.06 11.6 ESO 
Conductivity. Weight-normal corrections. 
m 
y | n W w Wo Correction, 
Mo ae ш 2 рег cent. 

0.25 4.0000 0.01270 50.8 25.8918 0.5437 ` 24.8476 0.6 
0.35 2.8571 0.01729 49.4 25.5641 0.7612 24.8029 0.8 
0.45 2.2222 0.02169 48.2 25.7225 0.9786 24.7439 1.0 
0.55 | 1.8182 0.02585 47.0 25.8690 1.1961 24.6729 1.3 
0.65 1.5380 0.02986 45.0 26.0358 1.4136 24.6222 1.5 
0.75 1.3333 | 0.03400 45.3 26.1585 1.6311 24.5274 1.9 
0.85 1.1765 , 0.05790 44.6 26.3303 1.8485 24.4818 27] 
0.95 1.0526 | 0.04176 44.0 26.4558 2.0660 24.3898 2.4 
1.05 0.9528 | 0.04550 | 48.8 26.6285 2.2885 24.8400 2.6 


The values of M and H for this mixture are calculated upon the same basis as that 
previously employed in the mixture of magnesium nitrate and strontium nitrate. 
'The values thus obtained for the mixture of lithium bromide and sodium bromide are 
given in table 27. 


TABLE 27.—Mizture of Lithium Bromide and Sodium Bromide—Data јот Weight-normal Corrections, 
Freezing-point and Conductivity Measurements, and Hydrates. 


Ne Ree OOO 


Weight-normal corrections. Fr.-pt. 
m uM == = == 
, C tion, 
| W sot | Wai Wmo bor peu A 

5 LiBr4-0.5 NaBr...... | 25.9003 | 1.1875 24.7128 1.1 1.828 
7 LiBr+0.7 NaBr...... 26.2462 | 1.6625 24.5837 97, 2.596 
9 LiBr+0.9 NaBr......| 26.0053 | 2.1375 24.4678 | 2.1 3.415 
1 LiBr+1.1 NaBr...... 26.9317 2.6125 24.3192 207 4.325 
3 LiBr+1.3 NaBr......| 27.2984 | 3.0863 | 24.2121 3.2 5.284 
БВ 5 Мав.) 20.0978. | 8.5625 24.0353 3.9 6.293 
7 WiBr+-1.7 NaBr......| 27.9400 | 4.0375 23.9025 4.4 7.328 
9 LiBr+1.9 NaBr......| 28.2890 | 4.5125 28.7765 4.9 8.399 
1 LiBr+2.1 NaBr......| 28.0065 4.9875 23.6190 5.5 9.539 | 
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TABLE 27—Continued. 


Conductivity. 
ў m | Me Vie | ku k D | ke My a 
і | „л 0.01270 | . (0.01199 | 47.9 | 0.800 
03 NaBr. 2.) 025 | 4.0000 | 0.02949 0.01481 | 0.00192 {0 00135 54.0 | 0.798 
ТЕ E | | 0.01729 | 0.01607 | 45. ; 
0.7 NaBr... 0.39 | 2:891 } 009499 (0.01968  0-09259 10-01825. 52.2 0.770 
КО ТОБ 112919202 ‘(0.02169 0.01990 44. x 
0.9 NaBr.. | 045 | 22222 0.05973 00-02484 › 0.00381 0.02282 50.7 0.749 
ре 5. 0. "8182 | (0.02585 ‘(0.0237 
11 NaBF i 055 | 1.8182 | 000110 (0.02974 | 0.00449 0.016 49.8 | 0.735 
AU: А : .5380 1| ‘(0.02986 1. 0.02725 | 2 à 
pus бр | 1.5380 | 0.05894 10-08427 ) 0.00519 0.08152. 48.5 | 0.716 
SMB a .75 | 1.3333 |! 0.03790 0.03079 | : : 
es Nae Rae 0:75 | 13833) 0.00649 10-04401 J| 0.00083 0.03570 47.0 0.703 
ив 0.85 | 1.1765 || 0.04176 0.03: | ; 
MONDO 0:85 | 1.1765 / 0.07313 \0.04885 ]| 0.00879 io 03930 | 46.2 | 0.683 
foes... | 0.95 | 1.0526 || 41 10:04550 \ 0 01020 |/0.03699 | 38.8 | 0.648 
19 NaBr..... 0:95 | 1.0526 j| 0.08041 10.05323 [| O. 0.04353 | 45.8 | 0.677 
SEB | 1:05 | 0.9523 | o oggg5 0.03400 || o ушу /0.03983 | 37.9 | 0.633 
2: NaBr..... 1.05 | 0.9523 J| ° 0.03932 f| 9- 0.04081 44.6 | 0.659 
Hydrates. 

m | Le | M Sp. gr. cor. М, Н, 
УЬ o 3.349 | 3.2 Ls 2.8 11.2 
URB ag Er ur 3.344 | 1.9 Mo ES 
ООВ, EUM rues 3.286 | 3.7 ee Е DO 
O ANSE s o. X. 3.293 | 22 - 2.0 15.7 
рде E Um | 32953 | 52 r^ 5.2. | ASIDE 
ООВ 3.253 | 2.2 : 90 та 
а Бе 3.201 | 64 Е 6.7 12.2 
BIENES oO ыу л 3.227 | 2.2 . 2.3 4.2 
E DR Ae ORC OE 3.107 7.5 S 8.0 12.3 
PAIN Re tes EL ees 3.192 | 2.7 2.9 4.5 
ee lcg D 3.135 8.6 ө О Ее 
Е eee cee ее 3.168 3.5. Зозе 4.8 
DAMM а S 3.096 | 97 3 10.2 12.0 
iv SERT HC QN EE! | 3.130 3.6 : 3.8 4.4 
OU ETT CR OT 3.065 | 10.8 11.0 11.6 
PORN ABE. tc чә ен с. ira Кое по ^u 4.9 4.2 4.4 
E eM UE. Б | ш а tf. К ШТ 
OND ERE MOREE ү | 8.085 48 f| 94 48. | 48 


Curve II, fig. 10, representing the value of M in the mixture of lithium bromide and 
sodium bromide, erosses curve I, the value of M for lithium bromide in single solu- 
tion. Тһе same phenomenon presents itself in the case of sodium bromide at a some- 
what greater concentration. In an earlier part of this investigation it was suggested 
that the hydrating power of the ions alone, and of these ions when combined to form 
molecules, would probably be different. If, now, the hydrating power of the lithium 
bromide and thesodium bromide molecules is greater than that of the respective ions, 
we might expect that the effect of the smaller amount of water present as solvent in 
the mixture would be overcome by the greater hydrating power of the undissociated 
molecules. Evidently, for this increased hydrating power of the molecules over the 
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ions to show itself in the resulting curve, the other salt in the mixture must have 
hydrating power and a comparatively small molecular weight ; for if the molecular 
weight is large so much solvent will be displaced when the solutions are made up 
volume normal that the decreased amount of solvent will obscure any change in 
hydration due to other causes. Also, the difference in the hydrating power of the 
ions and molecules should be considerable, in order to overcome the effect of decrease 
in amount of solvent present with increase in concentration. 
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The difference between the amount of water acting as solvent towards each salt in 
the mixture and in single solution, and the differences between the values of M in the 
same cases, are given in table 28. A negative value of Dn indicates that the number 
of grams of water eliminated by a salt in a mixture is greater, instead of less, than 


in single solution. 


TABLE 28. 

| Lithium bromide in mixture | Sodium bromide in mixture 

| of lithium bromide and of lithium bromide and 
m sodium bromide. | sodium bromide. 

|  Dmo Dm Dmo Dm 
0.25 27 0.4 54 0.7 
0.35 45 0.2 72 0.2 
0.45 47 0.0 104 0.2 
0.55 55 —0.3 134 —0.1 
0.65 69 —0.5 159 —0.2 
0.75 85 —0.3 180 —1.1 
0.85 91 —0.3 205 —0.2 

| 0.95 101 —0.2 222 Sil | 

1.05 115 0.0 236 0.0 
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These values are plotted as curves in figs. 11 and 12. The fact that the curves 
show positive values of D,, has already been explained as possibly due to the increased 
hydrating power of the molecule over its ions, so that when sufficient driving back in 
dissociation occurs we would get an increased amount of water eliminated as water of 
hydration. That this difference is nearly constant is to be expected, since corre- 
sponding additions of sodium bromide and lithium bromide are always made in 
changes of concentration. 
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CALCIUM NITRATE AND MAGNESIUM NITRATE. 


The values of M for each salt in the mixture and in separate solution are plotted as 
curves in fig. 13. With increased concentration we have increased divergence in 
curves I and III, which represent the hydrating power (values of M) in separate solu- 
tions of magnesium nitrate and of calcium nitrate, respectively. Consequently, as we 
should expect, curves П and IV, representing the values of M for the two salts in the 
mixture, show increasing divergence with increase in concentration. The values 
given in table 32 are plotted as curves in figs. 14 and 15. 
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TABI® 29.—Calcium Nitrate—Data for Freezing-point and Conductivity Measurements, 
Weight-normal Corrections, and Hydrates. 
Freezing-point. Hydrates 
m 
A A [m a DM I н 
0.25 1.189 4.756 0.624 ДП | ae c |) O 25.2 
0.45 2.094 4.65 0.550 9:90 4.56 8.0 17.9 
0.65 3.041 4.68 0.491 SMS 1 2.589. | AD 16.2 
0.85 4.057 4.77 0.440 3.50 4.58 13.1 15.4 
1.05 5.128 4.88 0.399 3.34 4.65 1507 15.0 
1.25 6.345 5.08 0.359 3.20 4.79 18.4 14.7 
1.45 7.547 5.21 0.324 307 | 4.85 20.4 14.1 
1.6555 8.859 5.35 0.291 2.94 4.93 22.4 1375 
Conductivity. | Weight-normal corrections. 
m Е х 
y k W W "n Correction, 
Mo sol salt 2 per cent. 

0.25 4.0000 0.02097 83.9 25.7766 1.0260 24.7405 1.0 
0.45 2.2222 0.03326 73.9 26.3748 1.8467 24.5281 1.9 
0.65 1.5380 0.04293 66.0 26.9693 2.6674 24.3019 2.8 
0.85 1.1765 0.05027 59.2 27.5168 3.4882 24.2860 3.9 
1.05 0.9525 0.05630 53.6 28.1060 4.3089 23.7971 4.8 
1125 0.8000 0.06036 48.3 28.6822 5.1297 28.5525 5.8 
1.45 0.6897 0.06324 43.6 29.2340 5.9504 23.2836 6.9 
1.6555 0.6041 0.06467 39.1 29.8480 6.7938 23.0542 7.8 


TABLE 30.—M agnesium Nitrate—Data for Freezing-point and Conductivity Measurements, 
Weight-normal Corrections, and Hydrates. 


| 
| Freezing-point. Hydrates. 
m | 
I at LA ue = Е - — جت‎ = = к=. M 
| А Peale си а | i І’ М H 
| =% 
O25 | 1252 | 5.0 0.671 | 4.86 4.96 6.7 26.8 
0.45 | 2.995 | 5.32 0.607 | 4.12 5.22 ЧЕЙ 26.0 
0:657 | 3.669 5.64 | 0.562 | 3.95 | 5.49 15.6 24.0 
0.85 | 5.113 6.02 | 0 | 3.80 | 5.79 19.1 22.5 
KOS | 6.762 6.44 0.484 | 3.66 6.13 22.4 21.3 
1.25 8.562 | 6.85 0:246 | 3.52 | 6.47 25.8 20.2 
1.45 10.589 7.80 | 0.409 | 3.88 | 6.83 | 28.1 19.4 
- 1 چیک ج == ی رچ‎ = mL o c = E» a — a = E = = = 
| Conductivity. | Weight-normal corrections. 
Ho | I — | : a 
| | Correction, 


= 


W sot 


| per cent. 


0.02156 
0.03512 
0.04694 
0.05682 
0.06533 
0.07167 
0.07628 


OU Ot e» o» NI м оо 
Юю 71 N CO» N ООС» 
ټن دي‎ момон to 


25.6880 
26.2075 
26.7605 
27.1958 
27.7080 
28.2435 
28.7626 


24.7603 
24.5376 
24.3483 
24.0415 
23.8115 
23.6048 
23.3817 


1 
ТЕ 
2. 
8. 
4. 
5. 
6. 


сло Q0 ооо 00 © 


| 
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TABLE 31.—Mizture of Calcium Nitrate and Magnesium Nitrate—Data for Freezing-point and 
Conductivity Measurements, Weight-normal Corrections, and Hydrates. 


| 


Fr.-pt. | Weight-normal corrections. 
| 
m | = | А 
Correction, 

A W sot Wa Wmo | рег cent. 

0.5 Ca(NOs)2+0.5 Mg(NOs)s...| 2.498 | 26.4387 1.9537 | 24.4850 2.1 

0.9 Ca(NOs)>+0.9 Mg(NOs)a | 4.856 | 27.5300 | 3.5166 | 24.0134 3.9 

1.3 Ca(NOs)2+1.3 Mg(NOs)s....| 7.624 | 28.5974 5.0700 | 23.5178 | 5.9 

1.7 Ca(NOs)2+1.7 Mg(NOs)o....| 10.93 29.6600 6.6425 | 23.0175 7.9 

2.1 Ca(NOs)2+2.1 Ме(№з)з.... 14.90 30.6253 8.9055 | 22.4198 10.3 

2.5 Ca(NO3)2+2.5 Mg(NOs)s....| 19.73 31.6538 9.7684 | 21.8854 12.5 

2.9 Ca(NOs)2+2.9 Mg(NOs)2....| 24.8 32.6175 | 11.3313 | 21.2862 14.9 

Conductivity. 

m "A ku ED ke ш а 
0.5 Ca(NO3)s..... | 0.25 | 4.0000 0.02079 0.01901 | 76.1 | 0.565 
0.5 Mg(NOs)s.... 0.25 | 4.0000 | 0.03683 10.02156) 0.00370 410.01982 79.3 | 071 
0.9 Ca(NOs)..... 0.45 | 2.2222 || 005470 |/0.03320| 9 giggg 1/0-02592 7.6 | 0428 
0.9 Mg(NOs)2 0.45 | 2.2222 0.03512 0.02878 64.0 0.498 
1.3 C3 NON 0.65 | 1.538 \ 006597 |/0.04293|| & оозоо |/0.02990 6.0 0.942 
1.3 Mg(NO;) 0.65 | 1.538 0.04694 0.03607 55.5 0.432 
IX GA (NOD... 0.85 | 1.1765 || 0.07120 {0-050271 9 ogsgq |/0.03042 8 | 0.206 
1.7 Mg(NO3)2 0.85 | 1.1765 0.05682 0.04078 48.0 0.373 
2.1 Ca(NOs)2..... 1.05 | 0.9523 1 0.07167 |/0.05630| o олдов [0-02833 | 27. 0:201 
2.1 Mg(NO3)s....| 1.05 | 0.9523 0.06533 (0.04334 41.3 0.321 
95 Ca (NO)... 1.25 | 0.8000 | 0 oggi, [0-060361 0 og2g9 /0.02481 19.9 | 148 
2.5 Mg(NOz)2....| 1.25 | 0.8000 / 0.07167 (0.0443 | 35.5 0.276 
2.9 Са( s)2..... 1.45 | 0.689061 9 обззз [0.06323] 0 ово үү | 13.7 0.102 

9 Mg(NOs)2.... 1.45 0.68966) 10.076287 (0.04346 ^ 30. 
Hydrates. 

m | Le | М | Sp gr. cor.) He | М, 

ENO PENES E еза МИ ЕСИ 
ЙМ МО C E RI A 4:16 Е Зол 
CCS NON е Id xs oe 3.45 ык arg 2:9 16.0 
Ме NOLS cad CR 3.71 137.) . ШТ 7 
IS CRNO 1. е 3-13 4.9 10: 5-1 5.9 9.4 | 14.4 
SME (NODS Stoo И s д EY, 15.6 / 14.0 | 22.9 
TACA NON 5. C LLL ce coi | 2.85 (т а П 13.8 
TENE (NOs ЕЖЕ. o ELA N, | 8.25 19.1 f, ; 18.1. | “23 
ОО omg c c. ee | 2.61 15.74 M 13.6 | 13.0 
DEMAIECNQUE SC ооо MI | 3.05 22.4 f| : 21.0 20.0 
i MNO Da е AMET 15:4 aee 15.7 | 12.5 
MERO S eos vcre ete. 2.89 25.3 f| 23.3 18.7 
ОКО ае Мак E, 2.94 N 16.5 11.4 
MENON слу у. 2.78 98.1 f i 26.9.7] л 


-| 


The curves in figs. 14 and 15 show the same general relations as the preceding curves 


of the same character, except those of lithium bromide and sodium bromide. 


The 


amount of water eliminated to form hydrates in the mixture tends to diminish some- 
what, proportionally to the diminution in the amount of water present which is act- 


ing as solvent. 


increased concentration of the solutions. 


This is clearly shown by the direction in which the curves turn with 


It is probable that in the more dilute solu- 


WORK OF C. M. STINE. 


45 


TABLE 32.—H ydrating Power in Separate Solutions of Magnesium Nitrate and of Calcium Nitrate. 


| Calcium nitrate in mixtures 
| of calcium nitrate and mag- Magnesium nitrate. 
m | nesium nitrate. 
Rum SH Ye Ay RM 
Dmo | Dm Duo Da 
| 
0.25 104.4 ПЕ 98.7 15 
0.45 220.3 | 0.8 150.5 0.6 
0.65 | 298.5 | TS 202.0 0.7 
0.85 965.7 | 1.4 251.0 1.0 
1.05 492.5 | 2.1 | 800 1.4 
1.25 487.0 | 22. ff 301 2.0 
| 1.45 534.0 3.9 381 2.9 
I 
500 
d 
= 400 
Fie. 14. © 
I. Difference between Amount of Water Present z 
as Solvent in Single Solution of Calcium 8 
Nitrate and in Mixture of Calcium Nitrate x 
and Magnesium Nitrate. g 
II. Difference between Values of M for Calcium Ё 900 
Nitrate in Single Solution and in Mixture ol © 
Calcium Nitrate and Magnesium Nitrate. = 
Gi. chen саду 
5 1. 1.5 
400 1 
be 
S 
с 
Ет. 15. = 
I. Difference between Amount of Water Present “3 
as Solvent in Single Solution of Magnesiun: 8 
Nitrate and in Mixture of Magnesiunı 8 200 
Nitrate and Calcium Nitrate. o 
-— 


II. Difference between Values of M for Magnesium: 
Nitrate in Single Solution and in Mixture of 
Calcium Nitrate and Magnesium Nitrate. 


Dc NM x D 
5 He 1.6 


Gram Molecules of Salt per Liter of Solution 


I. Grams of Water 


II. Gram Molecules of Water 
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tions we have the difference in the hydrating power of the ions and molecules affect- 
ing the total amount of water eliminated as water of hydration. Consequently, 
where the total amount of salt is constant, but a change in the dissociation is pro- 
duced, if the number of ions is large relative to the number of molecules undissociated, 
as is the case in the more dilute solutions, the curve for D,, does not at once show the 
influence of diminishing the amount of solvent present. Thisphenomenon is brought 
out by the curves as change of direction, or as increased curvature in the curve which 
represents the value of Dm. 


FERRIC CHLORIDE AND ALUMINIUM CHLORIDE. 


A pair of quaternary electrolytes was next studied. Ferric chloride and aluminium 
chloride were employed. Very concentrated mother-solutions were prepared, and 
the necessary measurements were made as quickly as possible, in order to reduce 
hydrolysis to a minimum, there being an appreciable time factor in the hydrolysis of 
such compounds as ferric chloride. Notwithstanding all precautions there was, of 
course, considerable hydrolysis. Especially was this the case in the mixture of the 
two salts, the presence of the aluminium chloride appearing to act catalytically upon 
the solution of ferric chloride, causing a gradual precipitation of ferric hydroxide. 

It was necessary to extrapolate the value 84.6°, since the solution failed to freeze 
in the freezing mixture employed, t. e., solid carbon dioxide and alcohol. The more 
concentrated solutions became so viscous when cooled down that it was difficult to 
stir them properly. 


TABLE 33.—Aluminium Chloride—Data for Freezing-point and Conductivity Measurements, 
Weight-normal Corrections, and Hydrates. 


Freezing-point. Hydrates. 
m 
gms | A [m a T fi M H 
0.2 | 1.279 | 6.40 0.660 5.54 | 6.39 7.4 37.0 
0.4 2.910 | 7.28 0.558 4.97 1128 7.4 48.5 
0.6 5.144 | 8.57 0.487 | 4.58 8.47 25.5 42.5 
0.8 7.962 | 9.95 0.421 | 4.21 9.77 31.6 39.5 
1.0 11.795 11.80 0.367 3.91 11.52 36.7 36.7 
1.2 16.385 | 13.65 0.314 3.61 13.25 40.4 | 33.7 
1.3617 21.75 15.97 0.273 3.39 15.44 | 48.4 | 7319 
1.415 23.50 | 16.60 | | 
Conductivity. Weight-normal corrections. 
m ———- — - = : - 7 — = 
| | С. . 
V k Ho Wig | W sau | W H:0 | ne 
0.2 5.000 0.02398 119.9 25.6240 0.6673 | 24.9567 | 0.2 
0.4 2.500 | 0.04053 101.8 | 26.1538 | 1.3346 | 24.8192 | 0.7 
0.6 | 1.6666 0.05311 | 88.5 | 26.7134 | 2.0019 | 24.7115 152 
0.8 چ‎ r 0.06118 | 76.5) 27.2153 | 2.6692 | 24.5461 1.8 
1.0 1.000 0.06659 66.6 27.7851 3.3365 24.3986 2.4 
1.2 | 0.8333 | 0.06842 57.0 28.2877 | 4.0038 | 24.2839 2.9 
1.3617 0.7344 0.06760 | 49.7, 28.7252 | 4.5433 | 24.1819 3.3 
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TABLE 34.—Ferric Chloride—Data for Freezing-point and Conductivity Measurements, 
Weight-normal Corrections, and Hydrates. 


" Freezing-point. | Hydrates. 

os) ego rra [e be o EE T TUM ae 

02 15255 6.28 0.541 | 4.88 | 0:25: |) 4122 61.0 

0.4 25015, | 6.79 0.430 4.26 | 6.72 20.3 50.7 

0.6 4.530 | {-дд 0.852 9:82. | 7.41 26.9 44.8 

0.8 6.667 8.88 0.292 3.49 8.12 31.7 39.6 

1.0 9.152 | 9.15 | 0.241 3.21 8.85 | 35.4 35.4 

1.2 12.11 10.09 | 0.201 2.98 9.70 38.5 32.1 

1.3617 14.592 | О 0178 2.82 10.23 40.2 29.5 
| | Le > a E 

Conductivity. Weight-normal corrections. 

TAS Y --— s i | E | 

m г 
C e | m | Wa Was Wm A 

0.2 5.000 0.02380 | 119.0 25.6792 0.8113 24.8679 0.5 
0.4 2.500 0.08786 | 94.7 26.3380 1.6225 24.7155 171 | 

0.6 | 1.6666 0.04645 77.4 26.9956 2.4337 24.5619 1.8 

0.8 1.250 0.05147 | 64.3 27.6280 3.2450 24.3780 2.5 

1.0 | 1.000 0.05315 58.1) 28.2400 4.056 24.1840 3.3 

1.2 0.8333 0.05314 44.9 | 28.8867 4.8675 | 24.0192 3.9 
1.3617 0.7344 0.05178 38.0 | 29.3690 | 5.5234 | 23.8456 4.6 | 


TABLE 35.—Mizture of Ferric Chloride and Aluminium Chloride—Data for Freezing-point and 
Conductivity Measurements, Weight-normal Corrections, and Hydrates. 


Fr.-pt. Weight-normal corrections. 
m e аа Ps 
A Wasi! so Baer Wo | Comection, 
ОСОО. | 2.938 | 26.2807 | 1.4786 | 24.8021 0.8 
0.8 FeCl;+0.8 AICls............. 7.28 | 27.4365 | 2.9571 | 24.4794 2.1 
ШКОК. ЖАСЫ ож... | 13.69 | 28.5660 | 4.4356 | 24.1304 3.5 
1.6 FeCl,--L6 AlCh............| 22.5 29.7105 | 5.9142 | 23.7963 4.8 
Е СОО AICI, л л 36.0 30.8182 | 7.3925 | 23.4257 6.3 
2ATESCE-42.4 АТС... 56.0 31.9182 | 8.8713 | 23.0469 7.8 
2.7234 FeCl;--2.7234 AlCl,...... 84.6 32.7777 | 10.0667 | 22.7110 9.2 
Conductivity measurements. 
7% Me We hy k D ke M» a 
Оа AIC... 0:2 — 8:009. ]|0-04032 10-02308 | 0-00746 10:02007 | 104.8 | 0.877 
OS AICI] 04 [2:800 | 0.06046 чыр | 0.01793 10:038931 837 | 040 
12 GI] 0:8 TOG ] 0.05587 10-05017 j| 0.04369 10:03681, 01:4 | 0.338 
LOG 08 1:950 ] 0.05690 ө-т | 0.05575 (004086 | 511 | 0.281 
2.0 FeCl;....| 1.0. | 1.00 0.05315 || a 170.00660. 6.6 | 0.030 
оо c) 1:0 то ү O87? 15 овоо [| 0.07159 0.04132 43 | 0.227 
24 FeClh....| 1.2 | 0.8333 0.05314 | j 
24 AIGl..... 1.2 _ | 0.8333 j| 0-038787 |g’ oggaa j| 0.08370 0.08787 | 31.6 | 0.174 
2.72 FeCls...| 1.3617 | 0.7344 0.05178 i : i 
2772 AICl,....| 1.3617 | 0.7344 f| 0.02959 Ао отво j| 0.08978 10.02959 | 21.7 | 0.120 
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TABLE 35— Continued. 


Hydrates. 
m | "Le е Spr e cor M 
OARE Lemar tee ые ren 4.31 122 os d 15 | 67.5 
UNCLE qu cav. cru" 5:08 — Ыл | АВ т 
Е MO ar itecto 98.87) eas 1 19.6 | 49.0 
DONO RAM. А OE S Б di; ab 16:6 1 4155 
jor: e wit NOR EE с й 2.07 109 25.0 ш. 95.8 | 43.0 
POCHE S e E es 9.74 0 фу | = 24.4 | 40.7 
(CIL OUS M SCENES ME. | 2:87 3107 "S 29:0 | 73629 
С C Le MI LLL 3.43 31.6 : | 28.9 36.1 | 
OE Cee aes ien deer ined. Moe 2.03 35.4 | ag (if 322 3259 
DOA E a rece i Oe Ba 3.02 36.7 i 33.7 33.7 
и UP NEC DUNS 1.86 | 38.5 зз | 34.6 28.8 
DEO NCC As oreet des 2.88 | 40.4 | 36.7 30.6 
8 ECOG qu od M 1.86 40.2 9.2 36.1 26.5 
ees AN te Pid КН MU IM dM URN 2.53 43.4 j| : 39.6 29.0 | 


It is to be noted that the conductivity measurements which are given in table 


35 are the merest approximations to measurements of dissociation. 


The conduc- 


tivity measurements are made at zero, whereas some of these mixtures freeze very 


considerably below 0°C. There is 
marked hydrolysis in some cases, as 
already mentioned, leading to a pre- 
cipitation of the iron. There is con- 
siderable difference between the viscos- 
ity of the single solutions and of the 
mixtures where the normalities are the 
same. Theassumption that these salts 
dissociate at once, in the most con- 


+++— — — 
centrated solutions, into M, Cl, Cl, Cl, 
is certainly not correct. Finally, the 
values of и. are obtained by calcula- 
tion, and may differ considerably from 
the true values because of the factors 
just mentioned. 

The values of M and of M, are 
plotted as curves in fig. 16. The gen- 
eral relation shown by these curves are 
the same as have previously been 
pointed out. The fact that the hy- 
drating power of both the aluminium 
chloride and the ferric chloride is appar- 
ently greater in the mixture than in the 
separate solutions, in the most dilute 


Number of Gram Molecules of Water Combined 


40 


30 


20 


— 
© 


.5 1. 1.5 
Gram Molecules of Salt per Liter of Solution 
Fia. 16. 


I. Aluminium Chloride Alone. 
II. Aluminium Chloride Mixed with Ferric Chloride. 


III. Ferric Chloride Alone. 
IV. Ferrie Chloride Mixed with Aluminium Chloride. 


solutions employed, is probably due to the effect of hydrolysisin increasing the value of 
L, and consequently diminishing M, though it may possibly be due, in part, to change 


in dissociation and difference in the hydrating power of the ions and molecules. 


It 
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should be noted, also, that the hydrating power of the aluminium chloride appears to 
be relatively less than that of the ferric chloride in the more dilute solutions, but that 
this relation is reversed in the more concentrated solutions. This may be due to 
hydrolysis, since, if the aluminium chloride hydrolyzes more rapidly than the ferric 
chloride, then, in the more dilute solutions, where the effects of hydrolysis would be 
pronounced, the result would be to increase the value of L and, consequently, to 
diminish the value of M, based upon it. 

In table 36 the abbreviations have the usual significance. Тһе values are plotted 
as curves in figs. 17 and 18. 


TABLE 36.—Aluminium Chloride and Ferric Chloride. 


| Aluminium chloride in mix- | Ferric chloride in mixture of 
| ture of aluminium chloride | aluminium chloride and 
m | and ferric chloride. ferric chloride. 
| Dmo Dm Duo Dm 
0.2 307 20:8 150 —1.8 
0.4 249 | OS 308 0.7 
0.6 488 Te 456 D^ 
0.8 | 552 PALM NI 543 2.4 
1.0 | 618 35096 686 8.2 
L2 | 671 8.7 699 3.9 
189017201 709 3.8 | 758 4.1 
I 
be 
3 
= 
Eras & 600 T 
© © 
I. Difference between the Amount of Water = 8 
Present as Solvent in the Single Solution Б 23 
of Aluminium Chloride and in the Mix- v t 
ture of Ferrie Chloride and Aluminium E z 
Chloride. © 300 E 
II. Difference between the Values of M for - 5 & 
Aluminium Chloride in Single Solution II b 
and in the Mixture of Aluminium Chlo- = 
ride and Ferric Chloride. 0 
5 1. 1.5 
Gram Molecules of Salt per Liter of Solution 
I + 
& 
= 
600 
8 Z = Еіс. 18. 
e 
E 5 I. Difference between Amount of Water 
5 9 Present as Solvent in the Single Solu- 
É ac tion of Ferric Chloride and in the Mix- 
S = ture of Ferric Chloride and Aluminium 
5 300 E Chloride. 
S 5 б II. Difference between Values of M for Ferric 
v Chloride in Single Solution and in the 
ES 


II : 
Mixture of Ferric Chloride and Alumin- 
0 ium Chloride. 


Gram Molecules of Salt per Liter of Solution 
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The effect of decrease in the amount of water present as solvent is plainly shownin 
the diminishing values of M as the amount of solvent is lessened. The slight irreg- 
ularities are probably due to unavoidable experimental error, and inaccuracy of the 
conductivity method as a measure of dissociation. 


CALCIUM NITRATE AND CALCIUM CHLORIDE. 


Thus far all of the salts studied have a common anion. In order to extend 
the investigation to a pair of salts having a common cation, a mixture of calcium 
nitrate and calcium chloride was employed. The data for separate solutions of 
these two salts have been given. The results obtained with the mixture are shown 
in table 37. 


TABLE 37.—M ixture of Calcium Nitrate and Calcium Chloride—Data for Freezing-point and 
Conductivity Measurements, Weight-normal Corrections, and Hydrates. 


Fr.-pt. Weight-normal corrections. 
m БЕ 
Mie We Wow. |i Hung р. 
ORO OL TT 2.50 | 26.3336 | 1.7197 | 24.6139 1.5 
(19 Cat NO; 4-0.9 CaCl... +. 4.88 | 27.3415 | 3.0054 | 24.2461 3.0 
СМО е Сасе 7.67 | 28.3615 | 4.4711 | 23.8904 44 
IZ Ca NOn 7 CaCl... se 11.00 | 29.3082 | 5.8469 | 23.4613 6.2 
САМО) о СаО LL 14.78 | 30.2933 | 7.3260 | 23.0707 77 
SORO .... 19.20 | 31.2197 | 8.5984 | 22.6213 9.5 
2.9 Ca(NOs)s+2.9 Саб... 24.2 | 32.1762 | 9.9741 | 22.9091 11.2 
3.311 Ca(NOs),--3.311 CaCh....| 30.7 | 33.0792 | 11.3878 | 21.6914 13.2 
Conductivity measurements. 
" me V, ku k DE LE 
0.5 Ca(NO;)2.... 0.25 [4.0000 0.02097 0.01825 
0.5 CaCl 1:: 0.25 4.0000 j| 0.03947 10 02407) 0.05973 1002122 
9 Ca(NO;,...| 0.45 9.2222 0.03259 0.02678 
03 Cale... 0.45 5.9299 j| 0.05994 0003964) 0.01301 49 03316 
1.3 Ca(NOs)....| 0.65 1.5380 0.04263 0.03083 
13 Сабы... 0.65 1.5380 j| 0-07355 ло 05494) 0.02362 (0) 049792 
4 Ca(NOj,...| 0.85 1.1765 0.05027 «oo [0.03169 
17 Сасы... 0.85 1.1765 0.08180 110 066907 0.03538 «0 05011 
1 Ca(NO,....| 1.05 0.9523 0.05630 0.02927 
21 Саб... 1.05 0.9523 /| 0.08410 10 07834) 0.05044 10 05483 
`5 Ca(NOs)....| 1.25 0.8000 0.06036 ‘(0.02375 
25 CaO 1.25 lo s000 /| 0.06828 10 ogs857 0.06653 10 05893 
9 Ca(NO;),.... 1.45 10.68966 0.06324 0.01637 
29 Са. 1.45. (0.68066 0.07715 0097387 0.08347 \ 0 06078 
'311 Ca(NO;)s..| 1.6555 0.60405 0.06467) ‘(0.00865 
3510 CaCh..... 1.6555 |0.60405/| 0.06985 10 003307 0.09812 1006159 
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Hydrates. 

m JE M Sp. gr. cor. М, Н, 
ОСАО аъ 3.88 6.3 4.6 18.4 
nent... 4.00 8.2 1*5 7.0 98.0 
URN RAC SOS N ү 3.51 8.0 sur 7.4 16.4 
ООА ТИИ cree EEE TEE 9.42 йү X eel 24.9 
iS: Ca (NO): ОАК RETE |. Seit 10.5 a | GED 14.8 
П Oel Ol cios ee he Sok ees eens 3.52 15.7 j (ы, ЖШ 2992 
EMC ONO Sater of ots Mamta ke es ows 2.89 ПБА 6.2 IT 14.2 
iy Gai Ol E m NETTEN 3-35 18.9 5 18.2 21.4 
ОАА О: lot И ecce ba 2.63 ДӘ 77 14.1 18.4 
DUE nol eA ete atc ЕС 3.18 21.9 ; 20.8 19.8 
О AIL 2.39 18.4 a. 16.4 13.1 
£u ODD. NELLE Ae MEN ER 8.05 24.8 i 22.8 18.2 
ООВ A A wheats e Sens 2.07 20.4 11.2 17.6 125 
2 OC Oen c" 2.92 27.8 i 25:2 17.4 
АЗС ат) ae Ax Td ا‎ 22.4 13.9 16.4 9.9 
SUO DT PM TE 2.79 30.1 i 25.6 1529 

Fra. 19. 


The values of M shown in table 37 
are plotted as curves in fig. 19. The 
results are of the same character as 
those shown by the preceding mix- 
tures. The most concentrated solu- 
tion measured shows a somewhat 
lower value for M in the mixture 
than we should expect, but it must be 
borne in mind that at this great con- 
centration the experimental errors 
involved are necessarily very large. 

Table 38 contains the data neces- 
sary to compare the change in the 
amount of solvent present with the 
change in the values of M in sepa- 
rate solution and in the mixture. 


30 I. Calcium Chloride Alone. 

II. Calcium Chloride Mixed with 
Caleium Nitrate. 

III. Calcium Nitrate Alone. 

IV. Calcium Nitrate Mixed 
with Calcium 

Chloride. 


20 


10 


Number of Gram Molecules of Water Combined 


.5 1: 


Gram Molecules of Salt per Liter of Solution 


1.5 


TABLE 38.—Hydrating Power in Solutions of Calcium Nitrate and Calcium Chloride. 


| Calcium chloride in mixture | Calcium nitrate in mixture 

| of calcium nitrate and of calcium nitrate and 

m | calcium chloride. calcium chloride. 

| 

Dino | Dn Рн0 Din 

0.25 92 2 131 Led 
0.45 153 0.5 | 213 0.6 
0.65 202 0.6 | 288 0.9 
0.85 260 0.7 350 1.0 
1.05 306 11 | 404 1.6 
1.25 358 15 | 447 2.0 
1.45 392 2.1 496 2.8 
0.65 386 4.5 575 6.0 
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The values are plotted as curves in figs. 20 and 21. A diminution in the amount 
of water present as solvent causes a diminution in the value of M. Thiseffect appears 
to be greater with increasing concentration. It is probable that in the most dilute 
solutions the difference in the hydrating power of the ions and molecules affects the 
curve, changing its direction. 
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EFFECT OF CHANGE IN TEMPERATURE ON THE CONDUCTIVITIES OF SEPARATE SOLUTIONS 
OF ELECTROLYTES AND ON MIXTURES OF THESE ELECTROLYTES. 


In this work we have repeatedly called attention to the fact that the conductivity 
method furnishes us with only an approximate value of the dissociation ofasalt. The 
conductivity method of measuring dissociation is, however, the most general one avail- 
able. In order to study the effect of change of temperature on the conductivities 
of separate solutions of electrolytes, and upon mixtures of these electrolytes, it was 
necessary to select a pair of salts which do not form double salts in solution, and which 
have little or no hydrating power. Potassium chloride and ammonium chloride were used. 

The conductivities of single solutions of these salts and of their mixture were studied 
at 0° and 12°C. Comparisons having shown that our values agree very closely with 
those obtained by Jones and West! and by Jones and Knight,” the values of Jones and 
Knight, at 25° C., were used. The values of Jones and West, at 18° C., show a very 
close agreement with those obtained experimentally by Kohlrausch at the same tem- 
perature. The values for potassium chloride at 25° C. are taken from the results of 
Kohlrausch. 

Since we are employing some of the values of Jones and West, Jones and Knight, 
and Kohlrausch, at 25? C., we have tabulated afew values taken from these sources side 
by side with our own (tables 39, 40, and 41). 


TABLE 39.—Molecular Conductivities of Potassium Chloride and Ammonium Chloride. 


Potassium chloride. | Ammonium chloride. 
V | 
CU СЕ AA А ПРЕ | | ° | до 
| 0° | 312° | У 25 | 0° | fy 12 V | 25 
1 | 61.58 | 82.05 1 | 1041 | 61.08 | 81.15 m 
О 68.02 | 84.43 | 2 108.6 62.53 | 83.57 2 | 104.9 
5 65.85 | 87.84 | 4 111.2 | 63.98 | 87.66 4 110.4 
20 68.59 | 92.88 | 16 121.5 | 68.13 | 93.19 16 | 120.9 
ZONE 72-135 | 98.69 | SOM 128.5, 5) 71.64 | 99.94 80 | 131.8 
200001778: 73 ll 10L3. | 5160 131.1 | 72.89 | 101.3 160 | 134.2 
OOO 81. 0108.2. | 1640 | 133.9 | 1742107 103-7 640 138.1 
TABLE 40.—Comparison of Conductivities—Potassium Chloride. 
| | | | d | Jones and 
| Jones and | Jones and | Jones and аео Јопеѕ ап | "eem 
V Stine. West. | West. o | БИ West. | (Kohl h 
о о | б by 18 | 95° (КоМгаизоһ.) 
0 | M0 My 18 | | My 49 | [My 25° 
| | || | 
| | | 
so qutm гу л d tn К MS | Ir PENNE. 104.5 
DE EGOS CF 62-900 95.9 95.8 2 109.5 108.6 
5 (PSY. Tm OS NS ЕИ TERI IL ILE 8 118.6 116.5 
EN EAS | 66.47 OSO ао 16 | 122.9 121.5 
оа. 68.40 IT A ae ж | 82] 126.8 125.4 
DINE О Erie HE 08 3774 0125204132: I ete а 
олкеде СОИ O I а. UN ШУ er 131.1 
ОИ коо Жылы MET s 812) 18846 E 
1252 d Ae sh 73.00 | 115.5 К ОЛО Е. | 133.9 
Pug Peas di eoe Е о ы NIE | 1024 IO 5 Gd 
OOOH АТ С: И Gee SE S ГА 119.3 LOOO ters 
TODA IEEE Lom ПОДИ MO CULO OM er Ree cio 


1Amer. Chem. Journ., 34, 381 (1905). Ibid., 22, 125 (1899). 
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TABLE 41.—Comparison of Conductivities—Ammonium Chloride. 


| | 
Jones | Jones | Jones | т Il Jones Jones Jones Jones 
y | and | and | and оя | y and and y and and 
| Stine. | West. | West. 189 | West. || West. Knight. Knight. 
ОБШО ue Oo | ШЕЛ dee Uo 25° || us 25° by 25° | py 25 
15 CORDE D ar et POT uet E КУ 0S MO 134.2 
2 6253 | 62 16 96.3 94.8 2| 109.2 104.9 512 190.57 е о сс 
5 OIRIS ЕЕЕ та 8 118.6 115.8 БАО 188.1 
SO 66.17 TOG eee 16 12852, 120.9 1024 LST OR CREER 
TO eee Ас 59:02: RTT дА N 32 12420 125.3 LOOO 138.9 
20 OSS OE 107.8 128 193.2 llc NR SS 
OPA ed SERE 70.2 LIONS 
100 EE ek de EE 114.2 
LAS St lineman. easiness Е 
200472: 80 mt c HEN T1652 7 T | 
NOOO BLA ALON | to esce ok д 119.0 
оолак a 74.84 | 119.6 pee 


In connection with the conductivity of ammonium chloride, Jones and Knight say :! 


The value which we found for the conductivity of ammonium chloride differed slightly from 
those obtained by Kohlrausch,? our values being somewhat lower in the more concentrated solu- 
tions, and a little higher in the more dilute. This difference is probably due to the temperature 
coefficient which must be added to Kohlrausch's values to transform them from 18° to 25°. 


This coefficient was uncertain over any considerable range of temperature. It is 
evident that our values agree very well with those of Kohlrausch, Jones and West, 
and Jones and Knight. 

Let us turn, now, to the conductivities of the mixtures of potassium chloride and 
ammonium chloride. These solutions were mixed in equal volumes. When, for 
example, a 2.0 N solution of potassium chloride is added to an equal volume of 2.0 N 
ammonium chloride the assumption that the resulting solution consists of 1.0 N 
potassium chloride and 1.0 N ammonium chloride is not quite correct, because of 
the volume occupied by the salt in the added solution. To make the necessary cor- 
rection for this factor, pycnometer measurements were made with the more concen- 
trated solutions. In the more dilute solutions this factor is entirely negligible. 


TABLE 42.—Specific Gravity Measurements. 


Potassium chloride, at 12°. Ammonium chloride, at 12°. 
m C | Wear | Wao y m C | We | Wino y 
| 0.05 | 24.4259 | 0.0911 | 24.3821 | 998.66 || 0.2 24.3605 | 0.2608 | 24.1679 | 992.54 
| 0.20 | 23.9474 | 0.35373 | 23.8077 | 994.62 || 0.4 | 24.4259 | 0.5229 | 24.0573 | 985.37 
0.50 | 11.6945 | 0.4362 | 11.5294 | 986.35 | 0.6 | 23.9474 | 0.7690 | 23.4098 | 978.00 
1.00 | 12.6976 | 0.9472 | 12.3370 | 972.16 || 0.8 | 12.6976 | 0.5437 | 12.3176 970.52 
1.0 


11.6945 | 0.6259 | 11.2574 | 963.07 


In table 42, m is the normality; C is the capacity of the pycnometer in cubic centi- 
meters; И а; is the weight of salt present in the solution; W p,o is the weight of water 
present in the volume of solution contained in the pyenometer; and V is the volume 
of water in 1,000 cubic centimeters of the solution. 

Based upon these measurements, the conductivity of the potassium chloride and 
ammonium chloride in the various mixtures was calculated, on the assumption that 


1А тег. Chem. Jour., 22, 117 (1899). 2Wied. Amer., 26, 161. 
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no change in the dissociation of these salts takes place when their solutions are mixed. 
The results are given, along with the conductivities of the mixtures, in table 43. 


TABLE 43.—Potassium Chloride and Ammonium Chloride. 


DE T JC a а FE 
Jones апа Knight. 
ERN HO ЕО ика наст | SCIENCE 
Hy 25° | py 25 рь 25°| Diff. || a ar sl иь 12°| Diff. | 
1 | 104.1} 99.3 | 203.4/179.3| 24.1 1| S1.95| 81.10 | 163.1 | 154.9 | 8.2 
2 | 108.6 | 104.9 | 213.5 | 195.0) 18.5 | 2) 84.38 83.55 167.9 161.1] 6.8 
4 | 111.2 | 110.4 | 221.6 | 208.3] 13.3 5| 87.82 | 87.66 | 175.5 | 170.5 | 5.0 
8|116.5| 115.8 232.3 | 220.9 | 11.4 20| 92.88 | 93.19 | 186.1 | 181.3 | 4.8 
16 | 121.5 | 120.9 | 242.4 | 281.7 | 10.7 || 100! 98.69 | 99.94 | 198.6 | 194.7 | 3.9 
32 | 125.4 | 125.3 | 250.7 | 241.2 9.5 || 200 | 101.3 | 101.3 | 202.6 | 199.7 | 2.9 
40 | 125.7 | 127.6 | 253.3 | 245.9 ЛЛ Л УКИ | Лу (207 Ий = 
80 | 128.5 | 131.8 | 260.3 | 254.3 6.0 
160 | 131.1 | 134.2 | 265.3 | 263.3 3.0 
320 | 132.1 | 136.8 | 268.9 | 267.0 1.9 
OS OST DO 273.1) —1.1 
1600 | 135.4 | 138.9 | 274.3 | 279.1] —4.8 
y KCI NH,CI de RES! Comparison of differences. 

Hy 0 He O шь 0° Diff. Diff. 0*1 Diff. 12° |) Diff. 28° 
121561 15 | 61.03. 122.5) - 121.2 T3 3 92 24.1 
ا‎ 195:5- | 192.8 21 200 6.8 18.5 
5 | 65.83 | 63.97 | 129.8 | 126.9 2.9 2.9 5.0 12.8 
ОШ ез БӘ CE | 136.7. | 188.4 2:3 3.3 4.8 10.4 
10091722. 13-71 70.64) 143°6" | 141.2 2.6 2.6 3.9 5.2 
200 | 73.73 | 72.89 | 146.6 | 144.9 127 Gg 2.9 2 

1000 | 74.31 | 74.10 | 148.4 | 147.5 0.9 0.9 zn 2 


If this change in the conductivity, when the solutions are mixed, is due only to a 
suppression of ionization, then we should expect the suppression to be nearly the same 
at the various temperatures, since the dissociation is very nearly the same at these 
various temperatures (vide table 44). 

TABLE 44.— Dissociation of Potassium and Ammonium Chlorides. 


Dissociation of potassium chloride. Dissociation of ammonium chloride. 
y 
a 0? а 12? а 25° а 0° а 12° а 25° 
1 0.827 0.793 0.768 0.824 0.782 0.715 
2 0.847 0.817 0.802 0.844 0.806 0.755 
5 0.886 0.850 | 0.831 0.863 0.845 0.805 
20 0.923 0.899 0.905 0.919 0.899 0.878 ` 
100 0.971 0.955 0.954 0.967 0.964 0.953 
200 0.992 0.981 0.970 0.984 0.977 0.970 
1000 1.00 1.00 0.993 1.00 1.00 0.997 


If the suppression of the ionization is the only cause of the diminution in the con- 
duetivity when the solutions are mixed, then the greatest diminution should take 
place where the more highly dissociated salts are mixed; that is, the diminution in 
conductivity should be slightly greater at 0? than at 12? C., and slightly greater at 
12° C. than at 25? C. Just the opposite is shown to be true by table 43. Again, if 
this lessening of conductivity is dependent upon the amount of dissociation alone, 
then, since the difference between the dissociation at 0° and 12° C. is the same or a 
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little greater than the difference between the dissociation at 12? and 25° C. (except in 
some cases in the ammonium chloride), we should expect to find the difference 
between the columns headed Diff. 12° and Diff. 0°, in table 43, the same or slightly 
greater than the difference between the columns headed Diff. 12° and Diff. 25°. The 
opposite is true, the difference between columns 2 and 3 being from two to four times 
as great as that between 1 and 2, up to V 2100. At V —100 the differences are the 
same, and at У =200 and V —1,000 the column headed Diff. 25° becomes smaller 
than the other two. 

We must, then, look elsewhere for the cause of at least a part of the change in the 
conductivities, since it is evidently not due solely to change in dissociation, especially 
since some of the solutions mixed are nearly isohydric. "There are three other factors 
which might come into play: change in hydration, giving rise to a change in the 
dimensions of the ionic sphere; change in the viscosity of the solution with change in 
temperature; change in the number of the dissolved particles (ions and molecules). 
Of these three possibilities the first probably does not affect the conductivity appre- 
ciably, there being little hydration in these cases. The second is probably the prin- 
cipal factor in causing changes in the conductivity with changesintemperature. The 
third—change in the number of the dissolved particles—may also play some part, 
since the value of a becomes smaller with rise in temperature, and, other things being 
equal, the fewer the number of ions and molecules with which a moving ion must col- 
lide, the less the friction it will encounter. "The differences in the values of columns 
1, 2, and 3 are greatest for the most concentrated solutions, and it is in these solutions 
that the greatest change in the value a with rise in temperature is noted. 

Clearly, values for a which are based upon the conductivity of the completely dis- 
sociated molecules at high dilution can not be strictly correct, since the conductivity 
of this completely dissociated solution must be considerably altered by change in vis- 
cosity and in the number of dissolved ions or molecules, both of which factors enter in 
increasing the concentration, the number of ions and molecules present undergoing 
especially great alteration. 

SUMMARY. 

It has been shown: 

1. That the complexity of the hydrates formed by a salt is a function of the amount 
of water present as solvent. 

2. That when two salts are present in the same solution, the complexity of the 
hydrates is somewhat less than in separate solutions of these salts, each salt tending 
to dehydrate the other. 

3. That theions and the molecules of salts probably have different hydrating power. 

4. That the hydrating power of the molecules is in some cases probably greater 
than that of the ions into which these molecules dissociate. 

5. Additional proof is furnished for the view that the conductivity method is by no 
means an accurate measure of dissociation in concentrated solutions. 

6. It has been pointed out that the diminution in conductivity which takes place 
when two electrolytes of the type potassium chloride-ammonium chloride are mixed is 
probably not due entirely to suppression of ionization, but also to (a) change in the 
viscosity of the solvent; (b) change in the size of the ionic sphere, due to alteration 
in the amount of water which the ion must drag with it through the solution. 
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INTRODUCTION. 


The conductivity of a solution of an electrolyte is a function of several conditions: 
the nature of the electrolyte and the degree of its dissociation, the speed of its com- 
ponent ions, and the viscosity of the solvent. The degree of dissociation, in turn, 
depends upon the concentration of the electrolyte and the nature of the solvent. 

As was pointed out by Dutoit and Aston, that solvent whose molecules are asso- 
ciated to the greatest extent has the greatest dissociating power. 

Weak acids, weak bases, and salts of weak acids and bases show constantly increas- 
ing dissociation with increasing dilution; but, within the limits of accuracy of our 
present methods, no maximum of conductivity is directly obtainable. On the other 
hand, strong electrolytes show rapidly increasing dissociation with slight increase in 
dilution—a maximum conductivity being reached at moderate dilution. 

It 1s stated by Ostwald! that the anions of the halogen acids move more rapidly 


than do those of the oxyhalogen acids, e. g., COs, BrO;, 103; that CIO, has a greater 


migration velocity than ТӨ? In general, the more complex the 1on, the slower its 
migration velocity. Especially is this the ease with the anions of organic acids. 
With isomeric anions, however, the velocities are approximately equal. With increas- 
ing increments of CH; the velocity decreases regularly. The same may be said with 
regard to the organic cations. 

It has been proved by Jones and Getman and by Loomis? that organic acids arenot 
hydrated. It is clear that increase in ionic volume is accompanied by decrease in 
ionic speed, doubtless due to increase in friction between ion and solvent. 

With this idea in mind, and with the evidence from the freezing-point measurements 
that the ions form more and more complex hydrates with increasing dilution, we are 
forced to believe that the conductivities of solutions of strong electrolytes are less 
than they would be, theoretically, if there were no hydration, by an amount which is a 
function of the volume of the ionic complex. 

Vollmer? determined the values of u. for solutions of potassium acetate, sodium 
acetate, potassium iodide, lithium iodide, lithium chloride, and silver nitrate, in water 


ГА 
апа aleohol. Не found the relation c = К = 0.33 to hold in every case. 
co water 


Kawalki* found the same relation to exist between the speeds of diffusion of the 

same electrolytes in water and alcohol. It is of especial interest to note that the value 

D'ar 

Эе 

Vollmer for conductivity. From their results we obtain the relation 
Nec vpn 


oo oo 


which he obtained for his constant = K'- 0.33 is the same as that found by 


ILehrbuch, 2, 679. ?Wied. Ann., 60, 523 (1897). 3Ibid., 52, 328 (1894). ‘Wied. Ann., 52, 300 (1894). 
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That this relation will hold, in case there is hydration or alcoholation, is highly prob- 
able, since the resistance offered to the ionie complex will be the same in each case. 

As stated by Jahn,! “recent measurements have made it probable that the mobility 
of the ions is not independent of their concentration, that they have greater mobility 
in more concentrated than in more dilute solutions.” Reference to the work of Jones 
and Bassett?shows that this is just what we should expect. "They found, by freezing- 
point measurements, that the hydration per gram-molecule of the electrolyte decreases 
with increasing concentration to a certain concentration corresponding to the mini- 
mum in the molecular lowering of the freezing-point, and then decreases very slowly 
with increasing concentration. In the more concentrated solutions, then, we have 
smaller changes in hydration; therefore, smaller changes in the ionie volumes; hence 
we should have smaller changes in the mobility of the ions. 

That the conductivity depends, in no small degree, upon the viscosity of the solu- 
tion hasbeen known fora long time; yet the simultaneous action of thetwo conditions, 
dissociation and viscosity, renders it impossible to separate their effects. No simple 
relation exists other than that the conductivity decreases with increase in viscosity. 

G. Wiedemann? first called attention to the fact that the friction which the ions 
produce in their motion changes in the sense that the fluidity changes. Accordingly, 
the mobility of the ions should be a function of the fluidity of the solution. 

That the conductivity does not depend exclusively upon the fluidity can be seen in 
the following case: A1 per cent (by volume) solution of cane-sugar and a 2.2 per cent 
solution of methyl alcohol have the same internal friction, viz, 1.046, but the conduc- 
tivity of potassium chloride in a 1 per cent sugar solution is decreased 3 per cent, 
while in 2.2 per cent methyl alcohol it is decreased 3.85 per cent. 

Pissarjewski and Lemcke* made the simple assumption that the conductivity is 
directly proportional to the dissociation, and inversely proportional to the viscosity, 


a BOR Le NC 
e. g9., =K P. At maximum dissociation К = џи, n„. Therefore the dissociation is 


M7) H 
a! = 2 and not a= — 
oo oo Ho 


ло ч Ko : С 
In the dilutions which they used the К, calculated from a = —, varies, while К, 


oo 


Ш No 


calculated from a = , 1s a constant. 


oo 'oo 


OBJECT OF THE INVESTIGATION. 


It was our plan in this work to study the relation between the dissociation as meas- 
ured by the freezing-point and conductivity methods; to determine to just what ex- 
tent the conductivity of a solution is influenced by the hydration of the ions; and to 
study the effect of hydration upon the relative velocities of different ions. 

Moreover, it was desired to test the reliability of the conductivity method as a 
means of measuring the dissociation of strong electrolytes. 

In order to do this it was found necessary to redetermine as accurately as possible 
the freezing-point lowerings produced by various solutions of a large number of salts. 


1Grundriss der Electrochemie, p. 143. *Poge. Ann., 99, 228 (1856). 
* Amer. Chem. Journ., 33, 534 (1905). *Zeit. phys. Chem., 52, 479 (1905). 
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The object of the conductivity measurements was to determine the dissociation of 
the solution in question, as accurately as possible, in order that the theoretical lower- 
ing produced by the substance, if there was no hydration, might be calculated. 

The freezing-point measurements give us, on the other hand, an exact proportion 
between the number of dissolved particles, molecules, ions, or the hydrates of these, 
and the number of molecules of the solvent acting as such. 


EXPERIMENTAL. 


Freezing-point Apparatus.—For all concentrations, from the most dilute up to 
those which could not be frozen by mixtures of salt and ice, a bath of rather large 
dimensions was used. The outer cylindrical vessel was made of heavy galvanized 
iron—diameter 31 cm., depth 26 cm.—covered on the outside by a heavy coat of 
felt to prevent radiation. Within this was a much smaller vessel of the same mate- 
rial with a tightly fitting cover. Soldered around the large hole in the center of the 
cover is a conical-shaped collar, which holds firmly the cork through which the ther- 
mometer is inserted. By this means the thermometer always reaches to the same 
depth in the solution. A second smaller hole in the side is provided for the passage 
of the stirrer. To the bottom and on the outside was soldered a short bolt, which, 
in turn, was screwed into a nut soldered to the center of the outer vessel. In this 
way firm support was given the inner vessel and danger of floating was avoided. 
The freezing-tube proper was a large glass tube—length 17 cm., diameter 5 5 cm., 
of 250 c.c. capacity. It was supported within the smaller vessel at the bottom by 
a cork, and at the top by a cork ring which rested upon an iron ledge soldered to the 
` inside of the small vessel. These dimensions allowed for an air-space of about 2 cm. 
all around. 

The stirrer consisted of a gold-plated brass disk, with one large hole in the center to 
permit the passage of the thermometer, and around this smaller holes about 0.7 cm. 
in diameter. 

Near the top of the large outer cylinder was soldered a small tube which served to 
keep the water in the bath at constant level. 

By means of a bath of these dimensions the temperature of the freezing-mixture 
could be kept constant for five or six hours. No attempt was made to control exactly 
the temperature of the bath, but experience taught us that only those freezing-mix- 
tures which required from forty seconds to one minute to cool the solution 0.1? C. 
could be depended upon for reliable results. 

For solutions requiring freezing-mixtures of caleium chloride, and in the ordinary 
сгуоѕсоріс apparatus consisting of a battery jar, two test-tubes were used. 

For this work four thermometers of the Beckmann type were employed, whose 
temperature ranges were 1.1?, 5.6°, 12.2°, and 25°C. These were graduated into 
0.002°, 0.01°, 0.02°, and 0.05°, respectively (whole scale). By means of a lens it was 
easy to read to a tenth of the above graduations. 


CONDUCTIVITY. 


The conductivity measurements were made by means of the well-known Kohl- 
rausch method, using the Wheatstone bridge, induction coil, and telephone receiver. 
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The wire was calibrated according to the method of Strouhal and Barus." Тһе resist- 
ance coils were made by Leeds, of Philadelphia, and had been carefully calibrated. 
Conductivity cells of two types were used. For the more dilute solutions cells of 
the type devised by Jonesand Bingham? were employed. For the more concentrated 
solutions U-shaped cells, similar to those used by Jones and Getman,? were found to 
be very convenient. 

All conductivity measurements were made at 0° С. For this purpose a small pail 
was filled with finely crushed ice, moistened with distilled water, and the cells packed 
into the ice as tightly as possible. Тһе small pail was then placed in a spacious pan 
and the space between the pail and the pan filled with finely crushed ice. 


SPECIFIC GRAVITY. 


Since the solutions were made up at 20°, we thought it best to determine their spe- 
cific gravities at the same temperature. The 20? bath was a large galvanized-iron 
tub. By means of a very small flame below, and a stirrer within, driven by a hot-air 
motor, the temperature could easily be kept to within 0.1? of the desired temperature. 
Throughout this work six pycnometers of the Ostwald type were employed. "They 
were carefully calibrated with pure, redistilled water. 

The flasks and burettes used in this work were carefully calibrated at 20? by the 
method of Morse and Blalock. 


SOLUTIONS AND SOLVENT. 


Kahlbaum's “chemically pure" materials were used in every case, and were further 
purified whenever it was found desirable to do so. The method of preparing the 
solutions varied according to the solute employed. In general, a solution of slightly 
greater concentration than 2 normal was first made, and from this, by successive 
dilutions, the lesser concentrations were obtained. Whenever possible, the mother- 
solution was made up by direct weighing; when the nature of the solute did not 
permit it to be weighed, the mother-solution was diluted to convenient strength, and 
portions of the dilute solution were standardized either by gravimetric or volumetric 
methods. 

The water which was used in all the solutions was purified according to the method 
of Jones and Mackay. Ordinary distilled water was twice redistilled from an acidified 
solution of potassium dichromate, and the steam from the second distillation passed 
through a boiling solution of barium hydroxide. It had, at 0°, a conductivity of 
about b2 x 1095 to 1:7 Оа 


CALCULATION OF THE COMPOSITION OF THE HYDRATES. 


The method of calculating the amount of water combined with the dissolved sub- 
stance is essentially the same as that used by Jones and Bassett.6 We have given 
the observed molecular lowering of the freezing-point, the specific gravity of the solu- 
tions, and the dissociation. The observed molecular lowering is corrected for the 
difference between 1,000 grams and the amount of water actually present in 1 liter 
of the solution. This gives the true molecular lowering which would be produced by 
the substance at the dilution in question if there were 1,000 grams of water present. 


IWied. Ann., 10, 326 (1880). 3Zeit. phys. Chem., 46, 244 (1903). SIbid., 19, 83 (18 
?Amer. Chem. Journ., 34, 481 (1905). ‘Amer. Chem. Journ., 16, 479 (1894). Ibid., 33, 843 1000: 34, 298 (1905). 
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From the dissociation we calculate the true molecular lowering which would be 
produced by the dissolved substances if there were no hydration; and if there is no 
hydration these two values for the molecular lowering should be equal. 

The caleulated lowering, divided by the observed lowering and multiplied by 1,000, 
gives the amount of water present playing the róle of solvent, if the quantity of the 
substance present is dissolved in 1,000 grams of water. 

The difference between this amount of water and 1,000 grams givesthe amount of 
water which is combined with the dissolved substance in the solution in question. 

Knowing the number of grams of water which are in combination with the dis- 
solved substance, the number of gram-molecules of water combined with the sub- 
stance is obtained by dividing this number by 18. If we divide this value by the 
concentration in terms of normal, we obtain the number of molecules of water which 
are in combination with one molecule of the dissolved substance when the amount of 
substance present in 1 liter of the solution is dissolved in 1,000 grams of water. 

In the various tables of data the symbols have the significance already stated. 

In the specific-gravity tables, И, is the weight of 1 liter of the solution; W san 
is the weight of the salt contained in 1 liter of the solution; and Wy,gis the weight 
of water contained in 1 liter of the solution. The percentage correction is the correc- 
tion which must be applied to the freezing-point lowering in order to refer it to 1,000 
grams of the solvent, instead of the amount of water that is actually present in 1 
liter of the solution in question. 

In the hydrate tables, m is the concentration in gram-molecules per liter; a the 
approximate dissociation as measured by the conductivity method; L the theoretical 
molecular lowering of the freezing-point referred to 1,000 grams of solvent; A/m the 
observed molecular lowering; L'the corrected molecular lowering; M the number 
of gram-molecules of water in combination with the solute; and H the number of 
gram-molecules of water combined with one molecule of the salt at the concentration 
in question. 


CALCIUM CHLORIDE. 


The data for calcium chloride are given in table 45. 

The value of и is surprisingly low when compared with that obtained by West! 
and by Bassett. It is however, very nearly equal to that obtained by Jones and 
Stine.? 

A study of table 45 leads us to the following conclusions: The theoretical molec- 
ular lowerings, as given in column Г, decrease regularly with increase in concen- 
tration, while the corrected observed molecular lowerings, as seen in column L’, 
decrease rapidly, reach a minimum at 0.1 normal, and then increase with increase 
in concentration. 

It is very probable that the value of L’ for 0.01 normal is too large, but, owing to 
the inaccuracy of the method for such dilutions, this is unavoidable. 

It will be seen from column M that the amount of water which has entered into 
combination with the dissolved salt also passes through a minimum between 0.075 
normal and 0.10 normal—the same concentration which gives the minimum molec- 


1Amer. Chem. Journ., 34, 393 (1905). Ibid., 33, 547 (1905). 3]bid., 39, 331 (1908). 
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ular lowering of the freezing-point. A similar minimum was noted by Jones and 
Bassett! for concentrations ranging from 0.102 normal to 0.153 normal. It has been 

assumed hitherto, by Jones and his 
| coworkers, that the minimum in the 
freezing-point lowering always occurs 
in that concentration where the effect 
due to decrease in dissociation is just 
counterbalanced by the effect due to 
hydration. The values of L’ and M 
also show that the abnormality of the 
freezing-point lowering is greatly aug- 
mented by the relatively great hydrat- 
ing power of the ions, since it is the 
ions with which we are chiefly con- 
cerned in the dilute solutions. A 
glance at column H shows us at once 
the great hydrating power of the ions 
in dilute solution. The values of H 
decrease regularly with increase in 
concentration to 0.10 normal. From 
that concentration on, the decrease in 
hydration is very slight as the concen- 
trationincreases. In these concentra- 


10 


60 


40 


20 


10 


TABS UES IDEE E 2. tions the combined effect upon the 
НЕА freezing-point lowering, due both to 
IG. . 


the dissociation and to the hydration 
of the ions, is small, compared with the effect due to the undissociated molecules. 

If we refer to the literature? bearing upon the relation between the water of 
crystallization of a salt and the 
temperature at which it crystallizes 
we see that, over a definite range of 
temperature, the amount of water of 
crystallization is constant. If, then, 
we eliminate the hydration due to 
the ions, we should expect to find the 
number of molecules of water com- 
bined with one molecule of the salt 
to be a constant for a definite range 


8 0.10.25 0.5 0.75 1. 1.5 2. 
of temperature. This is clearly shown 
1 Concentration 
by the values of H for the more con- "E 


centrated solutions. 
The values of M are plotted in fig. 23 against the concentrations as abscisss. 

The curve shows, at a glance, that the amount of water held in combination from 

the dilution at which the minimum occurs is a linear function of the concentration. 


1Amer. Chem. Journ., 33, 548 (1905). ?Bassett: Ibid., 34, 294 (1905). 
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The values of H are plotted in the curve (fig. 22) against the concentration as 
abscissas. An explanation regarding these hydrate curves is necessary at this point. 
With one or two exceptions, it was found impossible to plot on the paper the values 
of H for the more dilute solutions. 

These curves show the rapid decrease in hydration until the minimum is reached, 
and then a very slight decrease with increasing concentration. 


TABLE 45.—Calcium Chloride—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


| Freezing-point. Hydrates. 


m | A A/m a a m a L A/m T | M H 


DD ECR SOLO OO LOOM О doge en ore e fe coe toe cedo sal eto ER ллы 
0.025| 0.1318 5.2720 | 2.8344 91.72 | 0. 

0.05 | 0.2511 5.0220 | 2.7000 |85.00 || 0.0 
0.075| 0.3651 4.8690 | 2.6177 |80.88|| 0.0 
0.10 | 0.485154.8515 | 2.6083 |80.41 || 0.1 


0.25 | 1.2335 4.9340 | 2.6526 |...... 0.25 | 70.62 | 4.487 | 4.934 | 4.910 | 4.785] 19.1 
0.50 | 2.6270 5.2540 | 2.8947 |. 0.5 |65.39 | 4.293 | 5.254 | 5.197 |9.663| 19.3 
0.75 | 4.1955 [5.5940 | 3.0075 |...... 0.75 | 60.49 | 4.110 | 5.594 | 5.501 |14.048| 18.7 
1.00 | 6.1040 6.1040 | 3.2817 |...... 1.00 | 57.49 | 3.998 | 6.104 | 5.962 [18.30 | 18.3 
Conductivity. U, 0= 123.46. Specific gravity. 
| Correcti 
y My a m Sp. gr. Wig Wi; | Wzuo DOE кз 
100 111.23 | 89.67 | 0.01 | 1.000908 | 1000.98 | 1.109 | 999.873| 0.012 
40 104.66 | 84.37 | 0.025 | 1.00254 | 1002.53 2.772 | 999.767 0.023 
20 100.01 | 80.62 | 0.05 | 1.00487 | 1004.87 | 5.545 | 999.329 0.067 
13.34 | 95.02 | 76.60 | 0.075 | 1.00681| 1006.81 | 8.317 | 998.497 0.150 
10 92.93 | 74.35 | 0.10 | 1.00897 | 1008.97 | 11.090 | 997.881 0.211 
4 87.19 | 70.62 | 0.25 | 1.02267 | 1092.67 | 27.725 | 994.954 0.504 
2 80.73 | 65.39 | 0.50 | 1.04451 | 1044.51! 55.450 | 989.06 1.094 
1.334 | 74.69 | 60.49 | 0.75 | 1.06641 1066.41 | 83.175 | 983.23 1.676 
1.00 | 70.98 | 57.49 | 1.00 | 1.08744 | 1087.44 | 110.900 | 976.54 2.345 


STRONTIUM CHLORIDE. 


The concentrated mother-solution was diluted to convenient strength and equal 
portions were taken for standardization. The strontium was precipitated and 
weighed as strontium carbonate. 

The conductivity measurements for this salt gave, at maximum dissociation, 
и = 128.57. The corresponding value obtained by Jones and Stine was uoo = 128.44. 

The minimum in the freezing-point lowerings (column L’) is found at 0.25 normal, 
whereas the minimum in the total combined water occurs at a somewhat greater 
dilution (0.05 normal). The values of H become approximately constant at 0.25 
normal, the minimum point in the freezing-point lowering. 

The values of m and H for calcium and strontium chlorides, tables 45 and 46, 
show numbers of approximately the same order of magnitude. For curves, see 
figs. 22 and 23. 

As in the case of calcium chloride, the values of the theoretical lowerings (L) are 
less than the observed lowerings (Г) in every instance. 
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TABLE 46.—Strontium Chloride—Data for Freezing-point and Conductivity Measurements, Specific 
Gravity, and Hydrates. 


Freezing-point. Hydrates. 
m A A/m | û m | Gee A/m L' M | H 
M S MIU e үк 
0.01 | 0.052735.2730 2.8351 91.87 | 0.01 | 89.37 5.1845 5.2733 5.2718 |...... КЕ 
0.02937 0.1550 5.2800 2.8386 (91.93 0.02937 82.56 4.9312 5.2800 (5.2763 | 3.634123.6 
0.03987. 0.2026 5.0752 |2.7382 | 86.91 || 0.03987 80.32 4.8479 [5.0752 15.0705 | 2.439| 61.2 
0.5011 | 0.2476 4.9349 2.6531 | 82.65 0.05017, 78.08 4.7645 4.9349 4.9304 | 1.871) 37.2 
0.7077 | 0.3472 4.9060 (2.6376 81.88 || 0.07077, 76.27 4.6982 44.9060 4.8977 | 2.274 32.13 
0.10 0.489044.8904 12.6292 |81.46 || 0.10 | 74.17 4.6191 4.8904 4.8803 | 2.973) 29.73 
0.25 1.1957 4.7830 2.5715 |78.57 | 0.25 | 68.59 4.4115 4.7830 4.7582 | 4.047| 16.18 
0.50 2.5339 5.0678 2.7354 |...... 0.50 | 63.96 4.2393 5.0678 5.0127 | 8.572 17.14 
0.75 4.0989 5.4652 2.9385 |...... 0.75 | 58.30 4.0287 5.4652 5.3718 13.890 18.52 
1.00 5.9211 |5.9211 13.1833 |.....- 1.00 | 55.47 3.9234 5.9211 5.7844 17.873 17.87 
Conduetivity. : d d 
ua 0°=128.57 (Stine 128.4). Specific gravity. 
à | Д | | | | Correcti 
y | Ko | & m | Sp. gr. | W sot | И ац WH:0 рес Gere 
1100 ВВ. 0.01 1.001228 | 1001.2284 1.585 | 999.7034 0.029 
550 LSI 0.02937, 1.003839 | 1003.9396 4.6559 | 999.2837) 0.071 
100 115.64 | 89.37 || 0.03987, 1.005383 | 1005.3832 6.3197 | 999.0635 0.093 
34.04 | 106.10, 82.56 | 0.05017| 1.007028 | 1007.028 | 7.952 | 999.078 0.092 
25.08 | 103.26 | 80.32 || 0.07077, 1.00956 | 1009.516 | 11.217 | 998.299 | 0.170 
19.93 101.04 78.08 | 0.10 1.013205 | 1013.215 | 15.85 997.930 | 0.207 
14.03 98.06 | 76.27 || 0.25 1.034433 1034.433 38.625 | 994.808 | 0.519 
10 95.98 | 74.17 || 0.5 1.068379 | 1068.379 | 79.250 | 989.129 1.087 
4 88.07 | 68.59 0:75 1.101760 | 1101.160 | 118.875 | 982.885 | 1.711 
2 82.18 | 63.96 1.00 1.185428 | 1185.428 | 158.50 976.923 | 2.308 
1.333 | 74.86 | 58.30 | | 
1.0 | 71.28| 55.47 | | | 


MAGNESIUM CHLORIDE. 


The value of us for magnesium chloride was found to be 123.95. The values of 
L’ show a minimum at 0.25 normal, while the values of Н begin to be constant at 
0.5 normal. Magnesium chloride differs from the other chlorides thus far diseussed 
in that its values for M show no minimum, but increase regularly with increasing 
concentration. (See table 47.) 

It should be noticed also that magnesium chloride has greater power to combine 
with water than any of the halides of the calcium group. Especially is this the 
case in the dilute solutions, where the ions predominate. That this is not due to 
hydrolysis and the liberation of the free mineral acid is evident from the fact that 
the molecular lowering of the freezing-point in the dilute solutions is in every case 
considerably higher than the calculated lowering. As we shall see later, in our 
study of the acids just the reverse was found to be the case. The curves for this 
salt are found in figs. 22 and 23. 


BARIUM CHLORIDE, 

A nearly saturated solution of this salt was first made. This was diluted to con- 
venient concentration, and equal portions were precipitated and weighed as barium 
sulphate. Owing to the slight solubility of this salt, we did not attempt to work 
with concentrations greater than 0.4 normal. 
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'TABLE 47.—Magnesium Chloride—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. 


‘Hydrates. 


m A A/m 


a a 


a L Alm 


"n 


0.004928 0.02741 5.5630, 2.9909 99.54 
0.007317) 0.04072) 5.5643 2.9916 99.58 
0.01 0.05472, 5.4720 2.9420 97.10 
0.05108 | 0.2678 | 5.2443) 2.8195 90.75 
0.07171 | 0.3687 | 5.1421 2.7651) 88.25 
0.09986 | 0.5133 | 5.1830) 2.7596) 87.68 
0.25 1.2352 | 4.9408) 2.6563) 82.81 


.90 2.6768 | 5.3536 2.8783... .... 
.45 4.4328 | 5.9104 3.1776...... 
9415 | 6.0619 | 6.4885) 3.4615...... 


90.90, 5.2415) 5.4720) 5.4714 2.334233.4 
0.03104 83.16 4.9535) 5.3581) 5.3570) 4.185134.82 
0.05108 79.78) 4.8278) 5.2443) 5.2407 4. 
0.07171 76.93 4.7218) 5.1421 5.1881 4. 
73.61 4.5982) 5.1330) 5.1278) 5. 
65.72) 4.1675) 4.9408} 4.9208 8. 
59.50 4.0734! 5.3536} 5.304912. 
53.63 3.8550) 5.9104) 5.824718. 
.9415 | 48.66) 3.6701 6.4385 6.309823. 


Conductivity. u,,0?*—123.95. 


Specific gravity. 


V file a m Sp. gr. W sot W sau Уно о Pn 
402.25 120.15 | 96.94 || 0.00493 1.00034 | 1000.344 0.4695 | 999.875 | 0.012 
202.92 116.67 | 94.13 || 0.007317 1.00052 | 1000.524 0.6970 | 999.827 0.017 
186.67 | 113.86 | 91.86 || 0.01 1.00084 | 1000.842 0.9526 | 999.889 0.012 
100.0 112.68 | 90.90 || 0.03104 1.00276 | 1002.756 2.9568 | 999.799 0.020 

S221 103.08 | 83.16 || 0.05108 1.00422 | 1004.224 4.9168 | 999.30 0.069 
19.57 98.88 | 79.78 || 0.07171 1.00604 | 1006.036 6.8316 | 999.204 0.079 
13.94 95.86 | 76.98 || 0.100 1.00850 | 1008.505 9.5260 | 998.979 0.102 
10.0 91:25:19 793007, 0225 1.02097 | 1020.966 | 23.8150 | 997.151 0.284 

4.0 | 80.22, 64.72 || 0.50 1.03850 | 1038.496 | 47.630 | 990.866 0.910 

230 72.07 | 59.50 || 0.75 1.05690 | 1056.905 | 71.445 | 985.460 1.450 

1.888 | 64.69 | 538.63 || 0.9415 1.06962 | 1069.617 | 89.689 | 979.930 2.007 

1.062 | 60.31 48.66 | 


TABLE 48.—Barium Chloride—Daia for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. Hydrates. 

m E К MI y $ i a m a L A/m T M H 
ORE КОСО E630 EEO 08 (00: 85] c Se ЕБ. И e Ims NE E УЕ 
0.025| 1.3398 | 5.3592) 2.8813 |94.06 || 0.025 84.16 | 4.9907 | 5.3592 | 5.3568 | 3.796151.8 
0.05 | 0.24770| 4.9551) 2.6639 |83.19 || 0.05 | 80.09 | 4.8393 | 4.9551 | 4.9496 | 1.238) 24.7 
0.075| 0.36128| 4.8171| 2.5898 |79.49 || 0.075 76.24 | 4.6961 | 4.8171 | 4.8080. | 1.293) 17.2 
0.10 | 0.4792 |-4.7925| 2.5766 (78.83 || 0.10 | 75.65 | 4.6742 | 4.7925 | 4.7772 | 1.197 11.9 
0.25 | 1.1669 | 4.6677 2.5095 | 75.47 || 0.25 | 69.79 | 4.4562 | 4.6677 | 4.6374 | 2.172) 8.69 
0.40 | 1.902 | 4.7370| 2.5575 |...... 0.40 | 65.35 | 4.2910 | 4.7570 | 4.7061 | 4.900, 12.25 

Conductivity. Mæ —132.07. Specific gravity. 

, Sh ovp wW W. IE Correction, 

y Ho a n p. 5 Sol salt 2 per cent. 

1001.87 2.083 | 999.795 0.021 

1004.75 5.207 | 999.545 | 0.045 

1009.29 | 10.415 | 998.879 0.112 

1013.69 | 15.622 | 998.074 0.197 

1017.66 | 20.830 | 996.830 0.316 

1045.61 | 52.075 | 993.542 0.645 

1072.65 | 83.320 | 989.335 1.066 
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Conductivity measurements gave us the value ио = 132.07. 

What has been said regarding the chlorides of caleium, strontium, and magnesium 
applies equally well to barium chloride. The low value of H for 0.25 normal is 
doubtless due to experimental error. (Table 48.) 

It is interesting to note that while the molecules of barium chloride have a much 
smaller hydrating power than the other chlorides of the alkaline earth metals, as we 
should expect from the fact that it crystallizes with but two molecules of water, the 
ions which predominate in the dilute solutions have a relatively high hydrating power. 


Mg(NO3)o, 


Ca(NO3)o 


NC BatNO), 
0.10.25 0.5 0.75 1. 1.5 2. 
Concentration 
Кб. 25. 


Another point is to be noted—one 
to which reference will be made later 
in this paper. A glance at the 
curves representing the values of 
Ca(N04), M and H for the three salts—cal- 


Mg(NO,) 5 


Sr(NO3)> cium, strontium, and magnesium 

HNO, _ chlorides—will show that in each 

case the curves for calcium chloride 

01025 05 0.75 1. 15 ою. lie above those for strontium chlo- 
МЕТА ride, while the two curves for mag- 

Pi nesium chloride lie above those for 


calcium chloride. This order is just 
the reverse of that for the atomic volumes of the three metals. Although barium chloride 
crystallizes with but two molecules of water, the atomic volume of barium is still 
larger than that of strontium. This may account for the relatively high hydrating 
power of the ions of barium salts. 


The curves for the values of M and H are given in figs. 23 and 22, respectively. 


CALCIUM NITRATE. 


The mother-solution was diluted and 50 c.c. portions were taken for standardiza- 
tion. The calcium was precipitated by means of ammonium oxalate and weighed as 
calcium oxide. Table 49 gives the data; the curves are plotted in figs. 24 and 25. 

Nothing special need be said regarding the data for calcium nitrate, except to call 
attention to the fact that the amounts of water combined with calcium chloride in 
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TABLE 49.—Calcium Nitrate—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. Hydrates. 

m A A/m 1 a m a L A/m ib M H 
RON SENT NE ONU Me eter mee eme e САО ЕИ ЕТ е 
0.025 | 0.1303 5.2120 2.8021 190.10 || 0.025| 81.13 | 4.8780 | 5.2120 | 5.2072 | 3.511140.4 
0.05 | 0.2405 4.8090 2.5855 |79.27 || 0.05 | 76.00 | 4.6872 | 4.8090 | 4.7986 | 1.288| 25.7 
0.125 | 0.5752 4.6019 2.4736 |73.68|| 0.125 67.66 | 4.3769 | 4.6019 | 4.5776 | 2.437| 19.5 
0.25 | 1.1424 4.5695 2.4567 |72.88 || 0.25 | 61.28 | 4.139 | 4.569 | 4.522 | 4.703| 18.8 
0.05 | 2.2860 4.5720 2.4580 |...... 0.5 | 52.52 | 3.813 | 4.572 | 4.471 | 8.173] 16.3 
0.75 | 3.484 4.045 12.4974 |...... 0.75 | 46.03 | 3.572 | 4.645 | 4.485 11.312. 15.07 
1.0 4.766 44.706 2.5623 |...... 1.00 | 40.49 | 3.366 | 4.766 | 4.544 14.490| 14.49 
1.5 ОТО О ОЛЕ 729952 1.5 | 31.75 | 3.041 | 5.077 | 4.709 |19.683) 13.12 
Conductivity. p,,0°=126.69. Specific gravity. 

y |. | а me EEO ыл йш, Wag оо 
0.80 108.60 | 85.72 | 0.0125 | 1.00185 | 1001.84 2.052 | 999.794 0.021 
0.40 102.78 | 81.13 || 0.025 1.00817 | 1003.16 4.104 | 999.062 0.094 
0.20 96.28 | 76.00 || 0.05 1.00604 | 1006.04 8.209 | 997.831 0.217 
8.0 85.72 | 67.66 || 0.125 1.01528 | 1015.23 20.520 | 994.71 0.529 
4.0 77.64 | 61.28 || 0.25 1.03074 | 1030.74 41.04 | 989.70 1.030 
2.0 66.54 | 52.52 | 0.5 1.06011 | 1060.11 82.09 | 978.02 2.198 
1:939 58.32 | 46.03 || 0.75 1.08874 | 1008.74 | 123.13 | 965.61 3.439 
1.00 51.30 | 40.49 || 1.00 1-11751.| 1117.51 | 164.18 | 953.38 4.66 
0.6667 40.24 | 31.75 | 1.5 1.17375 | 1178.75 | 246.27 | 927.48 4.25 


"TABLE 50.—Strontium Nitrate—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. Hydrates. 


m ^ Ат 1 а, т а L A/m Jii M H 


ОХООО ИЭО 9502909]L09: OS Ills: eser. та sers no «куи Буз [у Уер os 
0.025} 0.1304 | 5.2180) 2.8053 | 90.27)| 0.025 80.36 | 4.8493 | 5.7180 | 5.7124 3.870 |154.8 

0.05 | 0.2402 | 4.8050) 2.5833 | 79.16)| 0.05 | 74.92 | 4.6470 | 4.8050 | 4.7945 1.710 | 34.20 
0.075| 0.3492 | 4.6567 2.5036 | 75.18|| 0.075| 71.06 | 4.5034 | 4.6567 | 4.6418 1.657 | 22.09 
0.10 | 0.4587 | 4.5875 2.4664 | 73.32|| 0.10 | 68.59 | 4.4115 | 4.5875 | 4.5677 1.900 | 19.00 


0.25 | 1.0817 | 4.326 | 2.3263 | 66.31 


0.25 : С , 
0.5 | 2.0849 | 4.169 | 2.2418 | 62.09 0.5 | 48.83 | 3.676 | 4.169 | 4.075 [5.437 | 10.87 
0.75 | 3.0453 | 4.060 | 2.1829 | 59.15! 0.75 | 42.01 | 3.422 | 4.060 | 3.918 7.030 | 9.37 
1.00 | 3.9983 | 3.9983) 2.1496 | 57.48|| 1.00 | 36.37 | 3.213 | 3.998 | 3.806 [8.607 | 8.65 
Conductivity. 4,0?—1295.62. Specific gravity. 
y He | а moi Sean | Wer | Wea | Wiz | Correction, 
100 111.14 | 88.47 0.01 | 1.00152 | 1001.525 2.116 | 999.409 0.059 
40 100.95 | 80.36 0.025 | 1.00421 | 1004.207 5.292 | 998.915 0.108 
20 94.12 | 74.92 0.05 | 1.00839 | 1008.391 10.584 | 997.807 0.219 
13.34 89.26 | 71.06 0.075 | 1.01265 | 1012.646 15.876 | 996.770 0.323 
10 86.16 | 68.59 0.10 | 1.01683 | 1016.834 21.168 | 995.666 0.433 
4 73.59 | 58.58 0.25 | 1.04201 | 1042.01 52.92 | 989.09 1.09 
2 61.34 | 48.88 0.50 | 1.08812 | 1088.12 105.84 | 977.28 2.27 
1.33 52.77 | 42.01 0.75 | 1.12886 | 1123.86 158.76 | 965.11 3.48 
45.69 | 36.37 1.00 | 1.16854 | 1163.54 211.68 | 951.86 4.81 
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solution are, in general, higher than the amounts combined with calcium nitrate. 
This is just what we should expect when we consider that calcium chloride crystal- 
lizes with 6 molecules of water, while calcium nitrate crystallizes with 4. 


STRONTIUM NITRATE. 


The strontium was precipitated and weighed as the carbonate. Unlike the other 
salts thus far studied, the freezing-point lowerings show no minimum within the 
range of concentrations used, the molecular lowering constantly decreasing in value. 
A minimum was, however, obtained by Jones and Bassett! at a concentration of about 
1.5 normal. The data are given in table 50. 

The values for the combined water show a minimum at 0.075 normal, just as cal- 
cium nitrate does. The hydration per ion and the molecule also shows no tendency 
to become constant. The curves are plotted in figs. 24 and 25. 


MAGNESIUM NITRATE. 


'The nitrate of magnesium, like the chloride, shows a much greater power to com- 
bine with water,throughout the range of concentration studied, than do the nitrates 
of the alkali earth metals. (Table 51.) 


TABLE 51.—Magnesium Nitrate—Data for Freezing-point and Conductivity Measurements, | 
Specific Gravity, and Hydrates. 


Freezing-point. | Hydrates. 

m A | A/m he uu m o aie T A/m г М Н 
0.02 | 0.1078 5.3903 | 2.8980 194.90 0.05 | 78.80 | 4.7913 | 4.9938 | 4.9849 | 2.157| 43.14 
0.05 | 0.249684.9938 | 2.6848 |84.24 || 0.10 | 74.78 | 4.6418 | 4.9085 | 4.8903 | 2.817| 28.17 
0.10 | 0.490854.9085 | 2.6390 81.95 || 0.15 | 71.40 | 4.5161 | 4.9671 | 4.9388 | 4.759] 31.73 
0.15 | 0.744864.9671 | 2.6705 |83.52]| 0.20 | 69.25 | 4.4361 | 4.9937 | 4.9555 | 5.819 29.09 
0.20 | 0.998754.9997 | 2.6848 |...... 0.50 | 60.07 | 4.0946 | 5.4856 | 5.3792 13.260 26.52 
0.50 | 2.742805.4856 | 2.9492 |...... 1.00 | 49.43 | 3.6988 | 6.5145 | 6.2507 122.672, 22.67 
1.00 | 6.5145 16:5145 | 3.5024 |...... 1.274 44.46 | 3.5139 | 7.1032 | 6.7303 129.000, 22.76 
Conductivity. u,,0?—119.90. Specifie gravity. 

y Ly a m Sp. gr. W sot W sau WH:0 peg 

50 | 102.06 85.12 0.02 | 1.00224 | 1002.224 2.968 | 999.255 0.074 

20 94.48 78.80 0.05 | 1.00563 1005.626 7.422 | 998.204 0.179 

10 89.66 74.78 0.10 1.01112 | 1011.118 14.844 | 996.274 0.372 

6.666 85.61 71.40 || 0.15 | 1.01656 | 1016.557 22.266 | 994.291 0:571 

5 83.04 69.25 0.20 | 1.02203 | 1022.026 29.688 | 992.338 0.766 

2 72.03 60.07 || 0.50 | 1.05480 | 1054.804 74.220 | 980.584 1.941 

1 59.27 49.43 1.00 | 1.10786 | 1107.865 | 148.440 | 959.425 4.057 
b seed nid St Remco И 1.274 | 1.13661 | 1136.615 | 189.112 | 947.502 5.249 


'The amount of water decreases with increase in concentration in the dilute solu- 
tions, reaches a minimum at 0.05 to 0.075 normal, and then increases regularly with 
increase in concentration. The values of H do not approach a constant until normal 
concentration isreached. It is very probable that the relatively low values of H for 
0.05 and 0.1 normal are due to errors in measuring the freezing-points of those solu- 
tions. The curves for magnesium nitrate are given in figs. 24 and 25. 


1А mer. Chem. Journ., 34, 305 (1905). 
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BARIUM NITRATE. 


Owing to the very small solubility of this salt we did not attempt to make meas- 
urements beyond 0.15 normal. Barium nitrate has special interest in that it is the 
first salt thus far studied in this investigation which, under ordinary conditions, 
crystallizes without water. 


TABLE 52.—Barium Nitrate—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. Hydrates. 

m A i a | m a L A/m | L' M H 
0.01 (0.05545 5.5450 | 2.9812 | 99.06 | 0.05 | 70.47 | 4.4814 | 4.6566 | 4.6451 1.957 | 39.15 
0.025/0. 12482 4.9928 | 2.6838 |84.19 | 0.075) 65.51 | 4.2969 | 4.3606 | 4.3434 10.595 | 7.93 
0.05 (0.28281 4.6566 | 2.5035 | 75.18 | 0.10 | 61.30 | 4.1425 | 4.2018 | 4.1808 (0.509 | 5.09 
0.0750.32704 |4.3606 | 2.3440 | 67.20 || 0.10 | 55.47 | 3.9234 | 3.9955 | 3.9648 |0.5805| 3.87 
PORE OTSA 20182-2590! 62:05: E с.х»... Ьу. reel metes Ж муови 
0.15 [0.59935 3.9955 | 2.1481 97.40. Е ОРНОЙ e opere АТР ЧК eae ae АВ ик с 
Conductivity. u,,0?—128.08. Specific gravity. 


Correction, 


m Sp. gr. Жо Wai но per cent. 


0.01 | 1.00203 | 1002.031 2.14 999.891 0.088 
0.025 | 1.00522 | 1005.224 6.537 | 998.687 0.131 
0.05 | 1.01059 | 1010.591 | 13.074 | 997.517 0.248 
0.075 | 1.01567 | 1015.671 | 19.611 | 996.060 0.394 
0.10 | 1.02114 | 1021.143 | 26.148 | 994.995 0.500 
1.03177 | 1031.770 | 39.222 | 992.548 0.745 


It will be seen that, like strontium nitrate, the molecular lowering of the freezing- 
point decreases regularly as the concentration increases, without showing a minimum 
value. The amount of water held in combination decreases rapidly and reaches a 
minimum at 0.1 normal. The hydration per molecule is very small, as we should 
expect, since the salt in its solid state is anhydrous. In the more dilute solutions, 
however, where the ions predominate, the hydration is of the same order as that of 
the other nitrates of the alkali earths. This is, indeed, convincing proof that the ions 
themselves have great hydrating power. 

It was pointed out in the introduction that if there were no hydration the corrected 
molecular lowering of the freezing-point should be equal to the corrected lowering. 
A glance at table 52 will show how closely the assumption agrees with facts. The 
values for the corrected freezing-point lowerings for the three most concentrated 
solutions, in which the hydration is least, are only about 1 per cent higher than the 
calculated values. Moreover, if there is no hydration, and if we may disregard the 
effect of viscosity upon the velocity of the ions, we should expect the dissociation as 
measured by the conductivity and freezing-point methods to be the same. "That 
this is true may be seen by consulting the values of a for 0.075, 0.10, and 0.25 normal 
in table 52. Owing to slight hydration, the amounts of dissociation, as measured 
by the freezing-point method, are slightly higher than those measured by the con- 
ductivity method. The curves for barium nitrate are given in figs. 24 and 25. 
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HYDRATES OF BARIUM BROMIDE AND BARIUM IODIDE. 


Since the two barium salts studied are so slightly soluble, it was thought best to 
add the tables for the hydrates of barium bromide and barium iodide which were pre- 
pared by Jones and Bassett’ (table 53). Both of these salts crystallize with two 
molecules of water of crystallization. 


TABLE 53.—Hydrates of Barium Bromide and Barium Iodide. 


Hydrates of barium bromide. Hydrates of barium iodide. 

JE WING BN TEM | M | H m a Jb. Дл JE? M H 
4.81 5.06 | 5.04 | 2.54 | 25.4 || 0.076 | 78.6 | 4.78 | 4.92) 4.91 | 1.47 19.3 
4.75 4.91 | 4.88 | 1.48] 9.9 | 0.153 | 75.9 | 4.68 | 5.00 4.96 | 3.14 20.5 
4.60, 5.00 | 4.96 | 4.03 | 16.1 || 0.306 | 74.9 | 4.65 | 5.17 5.08 | 4.70, 15.4 
4.52 5.09 | 5.03 | 5.63 | 14.1 | 0.612 | 71.0 | 4.54 6.08 5.86 | 12.51 20.4 
4.42 5.18 | 5.09 | 6.32 | 12.5 || 0.917 | 64.8 | 4.27 | 6.69 6.29 | 17.84 19.5 
4.29) 5.74 | 5.59 | 12.92 | 19.1 || 1.222 | 61.1 | 4.13 | 7.54 6.98 | 22.70) 18.1 
4.97| 5.87 | 5.66 | 13.64 | 15.1 || 1.528 | 55.5 | 3.92 | 8.67 7.83 | 27.74 18.2 
4.13 6.24 | 5.93 | 16.88 | 14.9 | 1.834 | 51.1 | 3.76 | 9.54 8.44 | 31.92 17.4 
4.03; 6.66 | 6.28 | 19.90 | 14.7 || 2.139 | 45.0 | 3.53 11.22 9.67 | 35.28 16.5 
3.93| 7.12 | 6.63 | 22.66 | 14.3 

3.75| 7.67 | 7.06 | 26.05 | 14.4 

3.39 8.34 | 7.58 | 30.71 | 13.6 


Thesolubilities of these two salts are nearly equalto those of the other halides of the 
calcium group. Itis very probable, owing to the fact that Jones and Bassett used а 
thermometer less sensitive than the one employed in this work, that the observed 
freezing-point lowerings for the most dilute solutions are too low. This would, of 
necessity, give low values for the total combined water and for the hydration. 

'The values of M for these salts increases regularly with increase in concentration. 
The magnitude of hydration for each salt is approximately constant. If we compare 
the values of H for the four barium salts in tables 48, 52, and 53 we see that, of the 
halides, the iodide has the greatest hydrating power and the chloride the least, while 
the bromide stands intermediate between the other two. The nitrate has the least 
hydrating power. 

Since the chloride, bromide, and iodide crystallize each with two molecules of 
water, we should expect the observed molecular lowering to be greater than the cal- 
culated. Experimental results confirm this. 


COBALT CHLORIDE. 


An approximately 2 normal solution was first made up. A portion of this was 
diluted to convenient strength and the cobalt determined electrolytically. 

Cobalt chloride crystallizes with 6 molecules of water, and, like the other chlorides 
with the same amount of water of crystallization, has a large hydrating power. The 
results are just what we should expect (table 54). 

It will be noted, first of all, that the freezing-point lowerings for all concentrations 
are greater than for any of the salts thus far studied, and hence there is a correspond- 


Loc. cit. 


WORK OF J. N. PEARCE. 71 


TaBLE 54.—Cobalt Chloride—Data for Freezing-point and. Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. Hydrates. 

m A A/m i a m a L A/m L’ M H 
CORO D TE Е NESS EE SE O НОТЕ е1 
0.025) 0.1394 5.5786 | 2.9992 |99.96 || 0.025) 89.62 | 5.1938 | 5.5786 | 5.5776 | 3.822/152.88 
0.05 | 0.2609 5.2186 | 2.8057 |90.28 || 0.05 | 84.87 | 5.0717 | 5.2186 | 5.2164 | 2.122| 42.44 
0.075| 0.3356 5.1413 | 2.7641 |88.20 || 0.075 82.05 | 4.9122 | 5.1413 | 5.1385 | 2.444| 33.68 
0.10 | 0.5110 5.1100 | 2.7473 |87.36 | 0.10 | 78.85 | 4.7932 | 5.1100 | 5.1070 | 3.413| 34.13 
0.25 | 1.3040 5.2160 | 2.8043 |...... 0.25 | 71.61 | 4.7098 | 5.2160 | 5.2057 | 5.292) 28.31 
0.50 | 2.8371 5.6743 | 3.0507 |...... 0.50 | 63.41 | 4.2088 | 5.6743 | 5.6176 13.93 | 27.86 
0.75 | 4.5860 6.1147 | 3.2874 |...... 0.75 | 56.54 | 3.9632 | 6.1417 | 5.9937 18.22 | 25.09 
1.00 | 6.7157 |6.7157 | 3.6105 ...... 1.00 | 50.92 | 3.7542 | 6.7157 | 6.6394 24.14 | 24.14 
1.5 112.1308 58.0871 | 4.3532 ...... 1.5 | 41.53 | 3.4049 | 8.0871 | 7.9270 31.69 | 21.1 
2.0 17.7342 8.8671 | 4.7672 |...... 2.0 | 32.91 | 3.0842 | 8.8671 | 8.6594 35.76 | 17.88 
Conductivity. | д„0°=117 А ? 

(Jones and Bassett).! Specific gravity. 

ү Hs a ара | Win | Woar | Ро к 
100 113.06 96.63 0.01 .00116 | 1001.159 1.299 | 999.860 0.014 
40 104.86 89.62 0.025 | 1.00305 | 1003.052 3.247 | 999.805 0.019 
20 99.30 84.80 0.05 .00606 | 1006.065 6.495 | 999.570 0.043 


1 

1 

1 
13.34 96.00 82.05 0.075 | 1.00919 | 1009.190 9.742 | 999.447 0.055 
10 92.26 78.85 0.10 | 1.01239 | 1012.386 | 12.990 | 999.396 0.060 
4 83.79 71.61 0.25 | 1.03049 | 1030.491 | 32.475 | 998.016 0.19 
2 73.86 63.14 0.50 | 1.05492 | 1054.924 | 64.95 989.974 1.00 
1.384 | 66.15 56.54 0.7. 1.09118 | 1089.180 | 97.42 991.655 0.83 
1 59.58 50.92 1.0 1.11847 | 1118.471 | 129.90 988.571 1.14 
0.667 | 48.59 41.53 1.5 1.17502 | 1175.026 | 194.85 980.176 1.98 
2.0 1.23637 | 1236.376 | 25.98 976.576 2.34 


0.5 38.51 32.91 


iAmer. Chem. Journ., 33, 567 (1905). 


Fig. 27. 
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ingly greater difference between the observed and calculatedlowerings. Theamount 
of water combined with the salt increases regularly from 0.05 normal to the most con- 
centrated solution, as shown by fig. 27. The hydration per molecule decreases 
rapidly in the most dilute solutions, and approaches a constant value at 0.25 normal. 
For the curve for hydrates, see fig. 26. 


COBALT NITRATE. 


Cobalt nitrate, like cobalt chloride, crystallizes with 6 molecules of water, and 
we should expect it to have hydrating power of the same order of magnitude. The 
data given in table 55 show that such is the case. What has been said regarding 
cobalt chloride applies equally well to 
the nitrate. 

The curves for the values of H and 
M are found in figs. 28 and 29, respec- 
tively. 


40 
Co(NO3); 
E 3)2 
20 
10 
1 
01025 05 075 1. 1.5 2 01025 05 0575 1 1.5 
Concentration Concentration 
Fig. 28. Fig. 29. 


TABLE 55.—Cobalt Nitrate—Data for Freezing-point and Conductivity Measurements 
Specific Gravity, and Hydrates. у 


Freezing-point. Hydrates. 


A/m 


5.5300 
5.3640, 
5.1434 
5.0826 
5.0050 
5.0082 
5.417 
5.784 
6.220 
7.192 


9.431 | 5. j ' 30.123 
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'TABLE 55— Continued. 


Conductivity. 4,0?—117.6. Specific gravity. 
y њ | а m | Sper | ы Wao | Heo 
100 108.66 | 92.40 0.01 | 1.00150 | 1001.496 999.652 0.033 
40 100.69 | 85.62 0.025 | 1.00386 | 1003.863 999.286 0.071 
20 96.12 | 81.73 0.05 | 1.00758 | 1007.579 998.425 0.157 
13.334 91.67 | 77.95 0.075 | 1.01129 | 1011.289 997 . 558 0.244 
10 89.94 | 76.48 0.10 | 1.01508 | 1015.084 996.776 0.322 
4 81.48 | 69.28 072595 1150879729 10737 991.603 0.83 
2 72.94 | 62.02 0.50 | 1.07415 | 1074.15 982.61 1.73 
1.333 65.32 | 55.54 0.75 | 1.11204 | 1110.04 972.73 2.72 
1 58.89 | 50.08 1.00 | 1.14612 | 1146.12 963.04 3.69 
0.668 47.57 | 40.55 15 1.21720) | 1217.20 942.58 5.74 
0.5 87.10 | 31.55 2.0 1.28576 | 1285.76 919.60 8.04 


COPPER CHLORIDE. 


Diluted portions of the mother-solution were taken and the copper in them 
determined electrolytically. 

While copper chloride crystallizes with two molecules of water, its power to com- 
bine with water is of the same order of magnitude as that of cobalt chloride and 
cobalt nitrate, as may be seen in the curves, figs. 26 and 28, and in table 56. 


ТАвг® 56.—Copper Chloride—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. | Hydrates. 
m A A/m i a m a L A/m L M H 
EE E eres PET [roo “сае а= lee 

OROUEEOROS ТОЗ БЕОЗОР Е deretur O еу се edel TT 
0.05 | 0.24944| 4.9888| 2.6821 |84.10 | 0.05 | 79.98 | 4.8352 | 4.9888 | 4.9871 | 1.693) 33.85 
0.075| 0.37075. 4.9433, 2.6576 |80.82|| 0.075| 77.72 | 4.7511 | 4.9438 | 4.9392 | 2.116 28.21 
0.100| 0.48665, 4.8665 2.6164 |...... 0.10 | 75.17 | 4.6563 | 4.8665 | 4.8695 | 2.354) 23.54 
O2 I 2237) 4.804 172-0310... 0.20 | 66.83 | 4.3460 | 4.8949 | 4.8821 | 6.091 24.36 
SOL 2 6O 5S 080 2 8701. |... 0.50 | 57.56 | 4.0012 | 5.3384 | 5.3076 13.67 | 27.34 
0.75 | 4.245 | 5.661 | 3.0436 |...... 0.75 | 50.86 | 3.7519 | 5.6611 | 5.5748 |18.17 | 24.22 
1.00 | 5.994 | 5.994 | 3.2228 |...... | 1.00 | 45.00 | 3.5340 | 5.9945 | 5.9088 22.33 | 22.33 
I 5O0 LOLO, 6 7223 9262201 5-7 1.50 | 34.84 | 3.1560 | 6.7370 | 6.5747 26.66 | 17.78 
220901522042 баео... 2.00 | 26.30 | 2.8383 | 7.6470 | 7.3836 34.20 | 17.10 
Conductivity. д„0°=120 : Я 

(Jones and Bassett). Specific gravity. 

y m a m Sp. gr. Wsol W sau W H:0 -or 
100 110.55 92.12 0.01 .00121 1001 . 208 1.345 | 999.863 0.013 
20 95.88 79.98 0.05 .00637 | 1006.370 6.725 | 999.645 0.035 
13.34 93.27 77.72 0.075 .00926 | 1009.264 | 10.0875 | 999.176 0.084 


1 
1 
1 
К : 1.01261 | 1012.614 | 13.450 | 999.164 0.263 
4 80.20 66.83 0.20 | 1.03099 | 1030.991 | 33.625 | 997.366 0.263 
1.05148 | 1061.479 | 67.25 994.229 0.57 
1.09091 | 1090.91 | 100.87 990.037 0.99 
1.12025 | 1120.24 | 134.5 985.749 1.42 
Д 1760 117061 | 201.75 975.868 2.41 
1.28455 | 1234.55 | 269.0 965.55 3.44 
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The total amount of water combined with the electrolyte passes through a mini- 
mum at about 0.05 normal and then increases rapidly with increase in concentration. 
This is seen in fig. 27, page 71. 

COPPER NITRATE. 


'The mother-solution of the salt was diluted to convenient strength and the copper 
determined electrolytically. 


TABLE 57.—Copper Nitrate—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and. Hydrates. 


Freezing-point. Hydrates. 
m A A/m i a m a L A/m 4 M H 
ОТОЛЕ O205736 527305, .8:20841- ck lS ИЕ ЕЕ СКОГО 
0.025. 0.13852| 5.5401| 2.9785 |98.92 || 0.025) 75.76 | 5.0502 | 5.5401 | 5.5368 | 4.882195.2 
0.05 | 0.25540) 5.1081 2.7463 |87.31 || 0.075| 81.10 | 4.8769 | 5.1081 | 5.1005 | 2.435| 48.7 
0.075| 0.36979) 4.9306 2.6508 |82.54 || 0.075 77.85 | 4.7560 | 4.9306 | 4.9188 | 1.839| 24.5 
0.25 | 1.221 | 4.885 | 2.6264 |81.32 | 0.25 | 67.29 | 4.363 | 4.885 | 4.852 | 5.607 22.4 
095502422589 Oe D783 ASA 0.50 | 59.15 | 4.060 | 5.178 | 5.092 | 11.26) 22.5 
07752 149190 | 52087 1-9: 0099. |... 0.75 | 52.54 | 3.814 | 5.587 | 5.441 [16.612 22.15 
0.985 5.512 5.895... 8:1696 |...... 0.935| 48.21 | 3.658 | 5.895 | 5.708 119.953, 21.3 
1.50 10.284 | 6.856 | 3.6861 |...... 1.50 | 37.29 | 3.247 | 6.856 | 6.447 27.575 18.88 
2.0 16.89 8.44 | 4.5419 |...... 2.0 | 28.86 | 2.914 | 8.440 | 7.749 24.651 17.32 
Conductivity. и,„0°%= 118.1 Specific gravity. 
Vv Mo a m | Sp. gr. . W sot W заи н.о yc 
100 108.84 | 92.24 0.01 1.00151 1001.5049 1.876 | 999.628 0.08 
40 101.2 85.76 0.025 | 1.00408 | 1004.0764 4.692 | 999.384 0.06 
2 95.7 81.10 0.05 | 1.00786 | 1007.8599| 9.884 | 998.4759 0.15 
13.34 91.86 | 77.85 0.075 | 1.01171 1011.7155; 14.076 | 997.6395 0.23 
79.4 57.29 0.25 | 1.04029 | 1040.2903 46.920 | 993.370 0.66 
AUR OEC боа 0.50 | 1.07723 | 1077.280 | 93.840 | 983.390 1.66 
1.334 62.0 52.54 0.75 | 1.11469 | 1114.699 | 140.76 | 973.930 2.60 
1.0695 56.89 | 48.21 0.935 | 1.14262 | 1142.627 | 174.48 | 968.140 3.18 
0.0667 44.0 87.29 5 1.22618 | 1226.183 | 281.52 | 944.660 5.53 
0.5 33.47 | 28.96 2.0 1.29262 | 1292.628 | 375.36 | 917.260 8.27 


1А mer. Chem Journ., 33, 578 (1905). 


Copper nitrate crystallizes with 6 molecules of water and, therefore, should give 
us hydration of the same order of magnitude as that found for the nitrate of cobalt 
and nickel, which crystallize with the same amount of water. Reference to table 
57 will show that this is the fact. The minimum for the total amount of combined 
water is pronounced and lies between 0.075 and 0.25 normal. 'The hydration per 
molecule decreases rapidly with increase in concentration to 0.05 normal, and then 
becomes approximately constant. The curves representing the values of H and M 
are given in figs. 28 and 29, respectively. 


NICKEL NITRATE. 


The nickel was determined electrolytically in diluted portions of the mother- 
solution. 

The hydrating power of nickel nitrate is of the same order of magnitude as that 
of cobalt and copper nitrates, which crystallize with the same amounts of water 
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(see fig. 30). The total combined water passes through a minimum at 0.05 normal 
and then increases rapidly with inereasing concentration (see fig. 31 and table 58). 


"TABLE 58.—N ickel Nitrate—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. Hydrates. 


m A A[m a a m a L A/m p M H 


ORO OES N O SOO 29604 08:031]. sree oud N аи 
0.025) 0.1299 | 5.1960 2.7950 89.75 | 0.05 | 79.83 | 4.8296 | 4.9745 | 4.9679 | 1.545| 30.9 
0.05 | 0.2487 | 4.9745| 2.6744 183.72 || 0.075| 76.0 | 4.7084 | 4.8854 | 4.8749 | 1.797, 25.3 
0.075, 0.3654 | 4.8854) 2.6265 | 81.32 || 0.075| 76.57 | 4.7084 | 4.8854 | 4.8749 | 1.897] 25.3 


0.10 | 0.4960 | 4.9602, 2.6667 |...... 0.10 | 74.94 | 4.6477 | 4.9675 | 4.8721 | 2.560) 25.6 
0.25 | 1.251 | 5.003 | 2.6901 |...... 0.25 | 68.31 | 4.041 | 5.0036 | 4.9670 | 6.329) 25.3 
0.5 2.052 | 5.805 | 2.8524 |...... 050 60.05 2127 15.305 150222529 O7 52315 
OR fone AS 6181130205 |. ye. 55 0.75 | 54.65 | 3.894 | 5.618 | 5.484 116.102] 21.4 
LOONT IOL PE 101. OSO: 1.00 | 48.95 | 3.700 | 6.102 | 5.875 |20.561| 20.5 
15 10557028 ЕО e E Е ccce 1.5 | 39.06 | 3.313 | 7.051 | 6.679 17.998 18.6 
2088 O50 6855293 РАБА 2.0 | 30.38 | 2.990 | 8.525 | 7.921 134.580 17.3 
Conductivity. 5u,,0?—117.2.1 Specific gravity. 
y fis a m Sp. gr. W soi W sau W H:0 = Nd 
100 106.77 | 91.10 0.01 1.00152 | 1001.521 1.8278 | 999.693 0.030 
40 100.31 | 85.58 0.025 | 1.00888 | 1003.882 4.5695 | 999.312 0.068 
20 93.57 | 79.83 0.05 | 1.00779 | 1007.792 9.1390 | 998.653 0.134 
13.34 89.74 | 76.77 0.075 | 1.01154 | 1011.541 13.7085 | 997.029 0.216 
10 87.84 | 74.94 0.10 | 1.01531 1015.377 | 18.278 | 997.029 0.291 
4 80.07 | 68.31 0.25 | 1.03887 | 1038.37 45.695 | 992.68 0.732 
2 71.44 | 60.95 0.5 1.07611 | 1076.11 91.390 | 984.72 1.527 
1.334 64.06 | 54.65 0.75 | 1.11810 | 1113.10 | 137.08 976.01 2.39 
1.0 57.38 | 48.95 0 1.14562 | 1145.62 | 182.78 962.88 3.71 
0.667 45.79 | 39.6 1.5 1.22184 | 1221.84 | 274.17 947.17 5.28 
0.5 35:61 | 30.38 2.0 1.29459 | 1294.59 | 365.56 929.03 7.09 


lAmer. Chem. Journ., 33, 574 (1905). 


Before going farther it will be interesting to note the great similarity between the 
salts of cobalt, copper, and nickel which we have just studied. Solutions of the 
same concentrations were used in all five salts. 

Reference to figs. 27, 29, and 31, will show at a glance the close relation between 
the amounts of water held in combination by these salts, whether they are chlorides 
or nitrates. We are not surprised at this, since, with the exception of copper 
chloride, all erystallize with 6 molecules of water. In fact, we found it impossible 
to put more than two curves on one sheet, so closely did the values agree. From 
the minimum in the most concentrated solutions studied, the magnitude of the 
hydrating power is a linear function of the concentration. In other words, each 
hydrate has its own definite composition, which varies with every concentration. 

The curves representing the hydration per molecule (figs. 26, 28, and 30) show 
the same striking similarity. They are almost asymptotic with the two coordinates. 
The hydration per molecule decreases very rapidly, for the very dilute solutions, to 
approximately the same concentration, when they become nearly constant for 
further increase in concentration. 
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Two conclusions are to be drawn from these relations. It will be noted that the 
molecular hydration and the total amount of water held in combination are the 
same for any two salts containing a common cation. It seems most probable that 


if the two anions, Cl and NOs, possessed very different hydrating power, this influence 
would manifest itself. It is a well-known fact that organic acids possess little or no 
hydrating power, and in the work which we have done upon the strong acids— 
hydrochloric, nitric, and sulphuric—this has been found to hold in the dilute solu- 
tions, where the dissociation is practically complete. 

This would lead us to conclude that 
the hydrating power of any salt is pri- 
marily a function of the cation. 

In the discussion of the nitrates and 
chlorides of the alkaline-earth group, 
attention was called to the fact that 
the hydrating power of those salts is 
an inverse function of the atomic vol- 
umes. 

In the case of the salts of cobalt, 
copper, and nickel which we have stud- 
ied, we have to do with cations which 
have approximately the same atomic * 
volumes. 

As stated by Ostwald, the migration 
velocity of an organic acid decreases 
with increase in the mass of the anion, 
as well as with increase in the mass of 
the cation in case of the organic bases. 
We should expect, then, to obtain larger 
values for conductivity than those given 


by the alkaline earth metals.  Experi- C1025, 0.5 O Ee 1.5 2. 
ment shows the opposite to be the fact. “рышы, 
IG. 5 


Weare, therefore, forced to believe that 
the effect of the atomic volume of the ions upon the conductivity is more than 
compensated for by the relatively large volume of the ionic complex. 

Bredig? pointed out the fact that the migration velocities of elementary cations 
are a periodic function of the atomic weights. When plotted in a curve, where the 
ordinates represent velocities and the abscissas the atomic weights, it will be seen 
that the alkali metals lie very near the maxima of the curve, along with the halogens. 
At the extreme minima we find aluminium and chromium. Slightly above these 
lie the metals of the copper group, zinc, and cadmium, while still higher are to be 
found the metals of the alkaline earths. 

The significance of this periodic relation between the migration velocities of the 


cations and the atomic weights has never been satisfactorily explained. 
o MN CLERI. I I I 
1Zeit. phys. Chem., 33, 242 (1894). 
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We believe that we have found the cause of this phenomenon. Of two ions ог 
ionic complexes of different volumes, that one will meet with less friction on moving 
through the solution which has the smaller volume. Consequently, it will have 
the greater velocity. On the other hand, the greater the volume, the greater will 
be the friction to be overcome by the ion, and, hence, the smaller the velocity. 
Therefore we should expect to find that those salts which crystallize with little 
or no water of crystallization give greater values for conductivity than those crystal- 
lizing with a greater amount. 

It is a well-known law that the conductivity of an electrolyte depends upon the 
velocities of the ions. These velocities, in turn, depend upon the fluidity and the 
volume of the ion. The greater the volume, the greater will be the resistance 
offered to the movement of the ions. 

If we consider the alkalis we find that potassium, rubidium, and cæsium, which. 
have the largest atomic volumes and whose salts generally crystallize without water, 
have the greatest migration velocities, while lithium and sodium, which have smaller 
atomic volumes and whose salts crystallize with 2 or 3 molecules of water, have 
very much smaller migration velocities. 

Comparing the members of the calcium group, we find that the atomic volumes 
increase with increasing atomic weight. Тһе migration velocities of the cations cal- 
cium and strontium, whose salts usually crystallize with 6 molecules of water, are 
approximately equal to that of the barium cation, whose salts crystallize either 
with 2 molecules of water or water-free. On the other hand, the magnesium cation, 
of smaller atomic volume, has a slightly smaller migration velocity, due to the more 
complex composition of its hydrates. 

The cations of cobalt, copper, and nickel have approximately the same atomic 
weights, the same atomic volume, and the same hydrating power. Since these 
cations have the greatest hydrating power of any which we have studied, we should 
expect them to have the smallest migration velocities, and such is the case. 


ALUMINIUM CHLORIDE. 


Special interest is attached to the study of aluminium chloride, owing to the fact 
that it is a quaternary electrolyte and crystallizes with 6 molecules of water. 

The hydrolytic effect of water upon this salt, in dilute solutions, can be noted in the 
first two concentrations. The hydrochloric acid liberated is almost completely dis- 
sociated at the dilutions in question, thus giving values for C which are considerably 
higher than would be obtained if the salt were not hydrolzyed. This may beattrib- 
uted to one or both of two causes: the very high migration velocity of the hydrogen 
ion or its inability to form hydrates. It is at about 0.075 normal that the influence 
due to the hydration of the aluminium cation begins to predominate. Just as we 
should expect, the number of molecules of water held in combination by one molecule 
of the electrolyte is large and inereases very rapidly with inerease in concentration 
(see fig. 27). In the curve representing the hydration per molecule (fig. 26), that 
part representing concentrations between 0.075 and 0.5 normal representsthe abnor- 
mality in the hydration due to hydrolysis. 
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A glance at column a (table 59) shows us that,in spite of the tendency of this salt 
to hydrolyze, the dissociation decreases very rapidly with increase in concentration. 
This is just what might be predicted. Its atomic volume is very small and the 
hydrating power of its cation very large; therefore it should have a very small 
migration velocity. 


TABLE 59.—Aluminium Chloride—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. Hydrates. 


m A A/m i a m a L A/m L’ M H 


0.01 | 0.712 | 7.1200, 3.8279 | 94.26 || 0.01 | 92.04 6 9058 7-120017 1180 ae TUER 
0.025) 0.1623 | 6.4940; 3.4193 | 80.64 || 0.025 83.08 | 6.4958 | 6.4940 | 6.4907 |......|....... 
0.050, 0.3053 | 6.1060, 3.2827 | 76.09 || 0.050) 76.72 | 6.1409 | 6.1060 | 6.1012 |......]....... 


0.075| 0.4511 | 6.0153 3.2340 | 74.46 || 0.075, 74.50 | 6.0111 | 6.1526 | 6.1447 |......]....... 
0.10 | 0.4511 | 5.0850) 3.2704 |...... 0.10 | 71.80 | 5.8664 | 6.1560 | 6.1452 | 2.52) 25.2 
0.25 | 1.6604 | 6.641 | 3.5708 |...... 0.25 | 62.88 | 5.368 ` 6.641 6.613 10.54| 42.16 
0.50 | 3.9446 | 7.889 | 4.2415 |...... 0.50 | 44.12 | 4.321 9.511 9.362 9.91| 39.88 
(02750771339 9:511 1/9: 1294 sos A te eel re E e н me SIS ERIS EUST ERES 
1500217795911: 295- (6-941057 — 1.00 | 36.42 | 3.892 11.795 11.523 | 36.78| 36.78 
1.50 125.5! 17.000 | 9.1398 |...... 1.5 | 24.48 | 3.225 17.000 116.369 | 44.60) 29.33 
2.0 348.5! PEN ORS MESURE | 2.0 14.98 | 2.695 24.25 |22.963 | 49.03) 24.51 
Conductivity. 440?-170.? Specific gravity. 
V р a m Sp. gr. W sot W satt W H:0 UN 
100 156.48 | 92.04 0.01 .00104 | 1001.04 1.3345 | 999.71 0.029 
141.24 | 83.08 0.025 .00282 1002.82 3.3625 | 999.49 0.051 
20 130.44 | 76.72 0.05 .00588 1005.88 6.6725 | 999.21 0.079 
13.334 | 126.66 | 74.50 0.075 .00870 1008.70 10.0087 | 998.70 0.130 


1 
1 
1 
il 
Ё .1 1.01158 | 1011.58 | 13.345 998.24 0.176 
4 106.90 | 62.88 0.25 1.02911 | 1029.11 | 33.36 995.75 0.425 
й 1.05706 | 1057.06 | 66.725 990.33 0.966 
1.08431 | 1084.31 | 100.087 988.22 1.57 
1.11054 | 1110.54 | 133.45 977.09 2.29 
1.16308 | 1163.08 | 200.175 962.90 3.70 
1.21378 | 1213.78 | 266.90 946.88 5.31 


\T hese freezing-points were determined by an alcohol thermometer, and freezing-mixtures of solid carbon dioxide and ether. 
?Amer. Chem, Journ., 31, 333 (1904). 


SODIUM BROMIDE. 


Dilute portions of the mother-solution were standardized volumetrically by Vol- 
hard's method. This salt differs from those preceding in that itis a binary electrolyte 
and crystallizes with two molecules of water. A study of table 60 brings out the 
same general results. The observed molecular lowering passes through a minimum 
between 0.5 and 0.75 normal. The minimum in the total amount of combined water 
occurs at 0.10 normal. From the amounts of water which combine with one gram- 
molecule of the salt, it will be seen that the sodium cation has nearly thesame hydrat- 
ing power in dilute solutions as do the cations of the caleium and copper groups. 

The atomie volume of sodium is slightly more than half that of potassium. Its 
hydrating power, however, for the more dilute solutions is much greater. If, then, 
the amount of hydration of the sodium ion is more than sufficient to compensate for 
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the inverse volume relations, we should expect the migration velocity of sodium to be 
less than that of potassium. This has been found to be the case. 

The atomic volume of sodium is also slightly less than that of calcium, and con- 
siderably less than those of strontium and barium; yet, owing to the greater hydra- 
tion of the cations of the calcium group, its migration velocity is greater. 

For the curves representing the values of H and M, see figs. 30 and 31. 


0.10.25 0.5 0,75 1. 1.5 2. 


Concentration 
Fia. 31. 


TABLE, 60.—Sodium Bromide—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. Hydrates. 

m A A/m i a m E a 0 A/m Г’ М Н 
(ROTNIE0SO0SOSO OR OOOO) ОО, ЕЕ alle ens е ее е 
0.025) 0.0952 | 3.8090) 2.0478 104.78 0.025 91.53 | 3.5624 | 3.8050 | 3.8075 | 3.575143.0 
0.05 | 0.1863 | 3.7260; 2.0032 100.32|| 0.05 | 89.44 | 3.5235 | 3.7260 | 3.7221 | 2.963| 59.2 
0.075, 0.2727 | 3.636 | 1.9548 | 95.48|| 0.075, 87.36 | 3.4848 | 3.636 | 3.6297 | 2.217, 24.29 
0.10 | 0.3572 | 3.572 | 1.9204 | 92.04|| 0.10 | 85.73 | 3.4545 | 3.572 | 3.5635 | 1.700) 17.00 
0.25 | 0.885 | 3.543 | 1.9049 | 90.49 0.25 | 79.21 | 3.333 | 3.543 | 3.521 | 2.974 11.89 
ОБОЗОВА ОТЕ 0.50 | 76.78 | 3.288 | 3.574 | 3.529 | 3.808| 7.60 
012 696 19:5953191:9324. |...... 0.75 | 76.08 | 3.275 | 3.595 | 3.526 | 3.961| 5.28 
1:200:109:633. | 3.633 | 1.9481 |...... 1.00 | 72.83 | 3.233 | 3.536 | 3.5386 | 4.763) 4.76 
ES 6520349 3:769 | 2.0263-........ LS TO 0O 08172 3270098 037 E 29103 EATS 
2.00 | 7.746 | 3.8738 | 2.0822 |...... 2.00 | 66.22 | 3.101 | 3.873 | 3.665 | 8.547) 4.27 
Conductivity. 4,,0?—064.48.! Specific gravity. 

y 2 e W W Who Correction, 
и p. gr. | sol salt 2 per cent. 
100 61.12 94.78 0.01 1.00073 | 1000.732 1.030 | 999.700 0.030 

40 59.02 91.53 0.025 | 1.00218 | 1002.177 2.575 | 999.602 | 0.040 
20 57.67 89.44 0.05 1.00407 | 1004.074 5.150 | 998.924 0.107 

13.334 56.33 87.36 0.075 | 1.00597 | 1005.972 7.725 | 998.247 0.175 

10 55.28 85.73 0.10 1.00788 | 1007.88 10.30 | 997.58 0.24 

4 51.08 79.21 0.25 1.01964 | 1019.64 25.75 | 993.89 0.26 

49.51 76.78 0.50 1.03908 | 1039.08 51.50- | 987.58 1.24 

1.333 49.06 76.08 0.75 1.05811 | 1058.11 77.25 | 980.86 1.91 

1 47.61 73.83 1.00 1.07632 | 1076.32 108.01 | 973.31 2.66 

0.6667 | 45.50 70.56 1.50 1.11963 | 1119.63 154.51 | 965.12 3.48 

0.5 42.70 66.22 2.00 1.15240 | 1152.40 206.02 | 946.38 5.36 


1Amer. Chem. Journ., 34, 375 (1905). 
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HYDROCHLORIC ACID. 


Having investigated fifteen salts, attention was next turned to the study of some 
of the more common acids. 

An approximately 3 normal solution of hydrochloric acid was prepared. Dilute 
portions of the mother-solution were then titrated against a standard solution of 
potassium hydroxide free from carbonate. This, in turn, had been standardized by 
means of a 0.1 normal solution of freshly prepared oxalic acid. The results are 
given in table 61. 


TABLE 61.—Hydrochloric Acid—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. Hydrates. | 
m A A/m i a m |a L Alm L' M H 
0.025! 0.0902 | 3.6080) 1.9377 |93.97 || 0.025 98.75 | 3.6967 | 3.6080 | 3.6060 /......1....... 
0.05 | 0.1799 | 3.5980| 1.9344 |93.44 | 0.05 | 98.18 | 3.6861 | 3.5980 | 3.5960 |......]....... 
0.075. 0.2681 | 3.5752 1.9221 |92.21 || 0.075) 97.87 | 3.6803 | 3.5752 | 3.5702 |......)....... 
0.10 | 0.3567 | 3.5670) 1.9177 |91.77 | 0.10 | 96.40 | 3.6547 | 3.5670 | 3.5610 |......|....... 
0.25 | 0.8862 | 3.5450, 1.9059 |90.59 || 0.25 | 93.77 | 3.6041 | 3.5450. 3.5280 |......)....... 
09508 LSAT 8.682 1.9704 У (R20) ote Sex 3.5021 | 3.5310 | 3.6260 | 1.58 | 3.16 
O75 282 9938042 :2704501] ^ 0.75 | 85.80 | 3.455 | 3.803 13.747 | 9.83. | 5.77 
OOO ILS SOS 2319728 eR 1.00 | 84.35 | 3.428 | 3.975 | 3.899 | 6.707 6.70 
LON 6452 АЗОТ (29312234 5 1.5 | 76.73 | 3.287 | 4.301 | 4.176 [11.820 7.88 
2.009.367 [4 683105107... 2.0 | 70.93 | 3.179 | 4.683 | 4.502 16.32 | 8.16 
Conductivity. 4,,0?—230.92. Specifie gravity. 
| s 
y Hu a m Sp. gr. Wig Win | Wino ps c 
40 233.95 | 98.75 0.025 | 1.00034 | 1000.34 0.911 | 999.429 0.057 
20 232.60 | 98.18 0.05 1.00101 | 1001.01 1.822 | 999.188 0.081 
13.33 281.87 | 97.87 0.075 | 1.00135 | 1001.35 2.734 | 998.616 0.138 
10 228.61 | 96.49 0.10 1.00180 | 1001.80 3.645 | 998.155 0.184 
4 22209070 ОЗ 05085 1.00425 | 1004.25 | 9.114 | 999.136 | 0.486 
2 211.79 | 89.39 0.50 1.00849 | 1008.49 | 18.229 | 990.261 0.973 
1.333 203.28 | 85.80 0.75 1.01264 | 1012.64 | 27.343 | 985.297 1.470 
1 199.85 | 84.35 1.00 1.01749 | 1017.49 | 36.458 | 981.032 1.896 
0.667 181.79 | 76.73 1.5 1.02542 | 1025.42 | 54.687 | 970.733 2.92 
0.5 168.04 | 70.93 2.0 1.03414 | 1034.14 | 72.916 | 961.224 3.87 
! 


А glance at table 61 shows that, for the more dilute solutions, the corrected ob- 
served freezing-point lowering (L’) is less than that calculated from the dissociation. 
This is due to one of two causes—the very high migration velocity of the hydrogen 
ion or its inability to form hydrates. 

'The minimum in the freezing-point lowering occurs at about 0.25 normal. For 
dilutions greater than 0.5 normal, there is no evidence of hydration. At 0.5 normal, 
however, the hygroscopic property of the molecular hydrochloric acid begins to pre- 
dominate over the effect of decrease in dissociation. From this point the amount of 
combined water increases with increase in concentration. The corresponding values 
of Н differ from those of the other electrolytes thus far studied in that they, also, 
increase as the concentration increases. 

The values of H and M, for hydrochloric acid, are plotted in figs. 22 and 23, p.62. 
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NITRIC ACID. 


A moderately concentrated solution was first made up, care having been taken that 
the acid used contained none of the oxides of nitrogen in solution. 

Dilute portions of this were standardized volumetrically against a solution of 
potassium hydroxide. 


Taste 62.—N itric Acid—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


l'reezing-point. Hydrates. 

| m A A/m i a m a L A/m T M H 
0.025, 0.09035 3.6140 1.9430 | 94.30 || 0.025 99.08 | 3.7028 | 3.6140 | 3.6124 |............. 
0.05 | 0.1791 | 3.5830 1.9263 | 92.63 || 0.05 | 98.65 | 3.6948 | 3.5830 | 3.5790 |......1....... 
0.075| 0.2678 | 3.5713, 1.9200 |92.00 || 0.075 96.87 | 3.6617 | 3.5713 | 8.5640 |......!....... 
0.10 | 0.3547 | 3.5470, 1.9069 |90.69 || 0.10 | 95.43 | 3.6348 | 3.5470 | 3.5370 |......!....... 
0.25 | 0.8869 | 3.4576) 1.9073 |90.73 || 0.25 | 93.99 | 3.6062 | 3.5476 | 3.5210 |......]....... 
19250: EOS 92590 | 1.9341... O0 891 55353435559! * 9109748991944. SERE ПЕ 
TON A66 | 85681 | 1:9730 |... 0.75 | 89.17 | 3.518 | 3.680 | 3.595 | 1.180| 1.57 
TOON SAY 3:749: | 2.0156. |... 1.00 | 85.93 | 3.450 | 3.749 | 3.689 | 2.880| 2.88 
ПИО ROR OOM ТЗОВ 
ОРОЙ SSS | 4. 191 | 2.25382 |...... 2.00 | 74.71 | 3.249 | 4.191 | 3.944 | 9.78 | 4.89 

| Conductivity. Ho 0°=237.07. Specific gravity. 

y My a m Sp. gr. Wig W sau W H:0 сре 

40 284.89 | 99.08 0.025 | 1.00093 | 1000.926 1.576 999.35 0.065 

|. 20 283.88 | 98.65 0.05 1.00180 | 1001.798 3.152 998.64 0.134 

13.33 229.66 | 96.87 0.075 | 1.00265 | 1002.653 4.728 997.92 0.207 

10 226.24 | 95.48 0.10 1.00350 | 1003.496 6.304 997.19 0.281 

4 222.82 | 93.99 0.25 1.00848 | 1008.48 15.762 992.71 0.728 

2 216.63 | 91.38 0.50 1.01686 | 1016.86 31.524 985.34 1.465 

1.334 211.43 | 89.17 0.75 1.02508 | 1025.03 48.280 976.75 2.825 

1.0 203.72 | 85.93 1.00 1.03360 | 1033.60 63.050 970.55 2.945 

0.5 MTS 74.71 2.00 1.06700 | 1067.00 | 126.090 940.91 5.909 


Like hydrochloric acid, dilute solutions of nitric acid exhibit no tendency to form 
hydrates. No appreciable power to combine with water is manifested until the con- 
centration 0.75 normal is reached. The amount of total combined water, then, 
increases with the concentration. The same results are obtained for the values of 
H. For curves representing the values of H and M see figs. 24 and 25, page 66. 
'The data are given in table 62. 


SULPHURIC ACID. 


Dilute portions of the mother-solution were titrated against the standard potas- 
sium hydroxide used for the previous acids. 

The results are given in table 63, the curves in figs. 30 and 31. 

In dilute solutions no water is held in combination. The total amount of water 
held in combination by the acid, and the hydration per molecule, increase with con- 


centration from 0.75 to 2 normal. 
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A comparison of figs. 22, 24, and 30 shows that the hydrating powers of hydro- 
chloric and sulphuric acids are of approximately the same order of magnitude, while 
that of nitric acid is slightly less. : 

Figs. 23, 25, and 31, representing the total amounts of combined water for the 
three acids, show that the same relation holds here as for the hydrates. 


"TABLE 63.—Sulphuric Acid—Data for Freezing-point and Conductivity Measurements, 
Specific Gravity, and Hydrates. 


Freezing-point. Hydrates. 


m A A/m i a m a L A/m Ib}! M H 


0.01 | 0.04872, 4.8720| 2.6193 |80.96 || 0.01 | 82.06 | 4.9126 | 4.8720 | 4.8708 |......!....... 
0.025) 0.1179 | 4.7184 2.6357 | 76.84 | 0.025| 72.80 | 4.5681 | 4.7184 | 4.7159 |............. 
0.050) 0.2182 | 4.3640 2.3462 67.31 || 0.05 | 69.13 | 4.4316 | 4.3640 | 4.3582 |......)....... 
0.075| 0.3157 | 4.2099 2.2634 | 63.17 || 0.075, 66.63 | 4.3386 | 4.2099 | 4.2007 |......1....... 
0.10 | 0.4043 | 4.0434 2.1738 |58.69 || 0.10 | 64.78 | 4.2698 | 4.0434 | 4.0312 |...... IN cd 
0.25 | 0.9865 | 3.9460 2.1215 |56.07 || 0.25 | 61.04 | 4.1306 | 3.9460 | 3.9182 |......)....... 


0.50 | 2.0033 | 4.0066) 2.1541 |...... 0.52 157599) | О | 4:260: 7-959990 8] E 
0.75 | 3.1174 | 4.156 | 2.2346 |...... 0.75 | 55.88 | 3.938 | 4.156 | 4.048 | 1.512, 2.60 
1.00 | 4.379 | 4.379 | 2.3544 |...... 1.0 | 53.37 | 3.845 | 4.379 | 4.226 | 5.004 5.00 
1.50 | 7.265 | 4.843 | 2.6042 |...... 1.5 | 48.28 | 3.656 | 4.844 | 4.585 11.257 7.50 
2.00 11.296 | 5.648 | 3.0365 |...... 2.0 | 43.11 | 3.464 | 5.648 | 5.236 18.801 9.40 
Conductivity. 4,,0?—485.42. Specific gravity. | 
y m | a m | Sp. gr. | Wi | Weau | ШУ ү" 
100 398.34 | 82.06 0.01 | 1.00072 | 1000.719 | 0.980 | 999.74 0.026 
40 358.41 | 72.80 0.025 | 1.00190 | 1001.91 | 2.451 | 999.45 0.054 
20 335.56 | 69.13 0.05 | 1.00355 | 1008.55 | 4.902 | 998.65 0.135 
13.34 323.43 | 66.63 0.075 | 1.00515 | 1005.15 | 7.353 | 997.79 0.220 
10 314.42 | 64.78 ovi 1.00677 | 1006.77 9.807 | 996.97 0.303 
4 296.30 | 61.04 0.25 | 1.01618 | 1016.18 24.51 | 991.67 0.832 
2 281.53 | 57.99 0.5 | 1.08218 | 1032.18 49.03 983.14 1.68 
1.334 271.25 | 55.88 | 0.75 | 1.04760 | 1047.60 13.53 974.07 2.59 
1.00 259.05 | 53.37 || 1.00 | 1.06307 | 1063.07 98.07 964.99 3.50 
0.6067 | 234.38 | 48.28 1.5 | 1.09345 | 1093.45 147.11 946.34 5.36 | 
0.5 209.28 | 43.11 2.0 | 1.12316 | 1123.51 | 196.15 | 926.99 7.30 | 


DISCUSSION. 


Fifteen salts and three strong acids have been studied in this investigation. We 
have worked with solutions covering a range of concentration from 0.01 to 3.0 nor- 
mal; at one extremity are found to predominate, in a very pronounced manner, those 
influences due to the ions; at the other, those due to the molecules also manifest them- 
selves. In this way we have attempted to compare the relative effects of the ions 
and the molecules upon the molecular lowering of the freezing-point and the dis- 
sociation. 

Comparing, first of all, the freezing-point lowerings for any given solution, it is 
found that, without exception, the molecular lowering calculated from the dissocia- 
tion decreases regularly with increasing concentration. Naturally, this follows from 
the fact that the decrease in dissociation is regular throughout. On the otherhand, 
the corrected observed freezing-point lowering decreases very rapidly in the dilute 
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solutions, passes through a very pronounced minimum, and then increases as the 
concentration increases. A glance at the tables of the hydrates shows that in every 
case the observed molecular lowering produced by any salt is greater than the cal- 
eulated lowering based on conductivity measurements. 

If there were no hydration, we should expect the observed and the calculated 
molecular lowerings to be equal, except for the difference due to the influence of the 
friction between the ion and the solvent. The nearest approach to this condition 
which we have met is found in the most concentrated solutions of barium nitrate. 
Here the observed molecular lowering is about 1 per cent greater than the calcu- 
lated value. An equally satisfactory agreement was found by Jones and Stine for 
solutions of potassium chloride, which, likewise, crystallizes without water. 

The values of M and H also show that the abnormality of the freezing-point 
lowering in the dilute solutions is greatly augmented by the relatively great hydrat- 
ing power of the ions. 

Since, then, the hydration of the ion increases with increase in dilution, the volume 
and mass of the ionic complex are greater the more dilute the solution, and, therefore, 
the greater will be the resistance to be overcome by the ion as it moves through the 
solvent. This being the case, the dissociation as measured by the conductivity 
method will be less than the true dissociation, and the abnormality in the dissocia- 
tion measured will increase with increasing dilution. 

The effect produced by adding more of the given electrolyte will be to break down 
these larger hydrates into simpler ones with smaller volume, thus decreasing the 
resistance to the motion of the hydrated ion. 

This agrees well with the results of Jones and Uhler. They found that the 
number of ether waves of different wave-length with which a given particle will 
vibrate in resonance, decreases with increasing dilution, thereby producing a nar- 
rowing of the absorption bands. On the other hand, the addition of more of the 
same electrolyte, or a strong dehydrating agent, decreases the complexity of the 
hydrate, thereby decreasing its period. As a result, the particles are free to vibrate 
in resonance with a greater number of wave-lengths, and the absorption bands widen. 

It will be seen that, with the exception of magnesium chloride, the value of M, 
the total amount of water held in combination by one molecule of the electrolyte, 
decreases rapidly in the dilute solutions, passes through a minimum, and then 
becomes a linear function of the concentration. 

The hydration per molecule decreases rapidly to approximately the same con- 
centration which corresponds to a minimum in the freezing-point lowering, and then 
remains practically constant as the concentration increases. Eliminating the hydra- 
tion due to the ions, the hydration per molecule in solution over a given range of 
temperature is constant, just as the amount of water with which that same salt 
will crystallize from solution is constant for a given range of temperature. This 
relation is best illustrated by the curves representing the values of H. They are 
almost asymptotic to the coordinates. . 

Having found that the ions of a salt are hydrated, the next question which arises 
18 s this: Is it the cation or the anion which has the greater hydr ating power? 


Ta Chen. Journ., 37, 126 (1907); Carnegie Institution of W dp rs Publication No. 60. 
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Nernst, Garrard, and Oppermann,! in a study of the concentration changes which 
take place i in an indifferent substance during electrolysis, have calculated that the 


ions S0, ^ Cl, Br, and NOs drag with them 9, 5, 4, and 2.5 molecules of water, 
respectively. 

It is seen from a study of the chlorides and nitrates of the copper group, each of 
which crystallizes with 6 molecules of water (copper chloride alone separating with 
two molecules), that the hydration per molecule is approximately the same for ail 
of these salts. If, as Nernst and his coworkers have found, the hydrating power 


of the NO; ion is only one-half that of the Cl ion, then we should expect the influence 
of the hydrating power of these two anions to manifest itself in the hydrating power 
of the salts in question, and especially so since the three cations are so nearly alike 
chemically. On the basis of this reasoning we are forced to conclude that the 
hydrating power of any salt is primarily a function of the cation. 

We do not deny that the anions are capable of forming hydrates; but, if they do, 
experiments lead us to believe that they have this power only to a relatively slight 
degree. 

We have noted also this striking relation. It is well known that if the atomic 
volumes of the elements are plotted as ordinates against the atomic weights as 
abscisss, there exists between them a periodic relation. At the maxima of the 
curve are the alkali metals. The three elements having the largest atomic volumes 
are potassium, rubidium, and cesium. Salts of these metals usually crystallize 
from aqueous solution in the anhydrous form, and, as experiments have shown, they 
have very slight hydrating power in solution. Lithium and sodium, some of whose 
salts crystallize with 2 and 3 molecules of water, have much smaller atomic volumes. 

At the minimum of the third section of the atomic-weight curve we find the ele- 
ments strontium, iron, cobalt, copper, and nickel. The salts of these metals crystal- 
lize with large amounts of water, and show great hydrating power in solution. 
Aluminium, which has less than half the atomic weight of iron, but slightly greater 
atomic volume, lies at the second minimum. Its salts crystallize with 8 and 9 
molecules of water and show great hydrating power in solution. 

Comparing the metals of the alkaline-earth group we find that barium, whose 
salts crystallize with 2 molecules of water or water-free, has the largest atomic 
volume. The other members of this group form salts which crystallize with 6 
molecules, calcium nitrate excepted. The magnesium cation, which has the smallest 
atomic volume, has the greatest hydrating power in solution; the strontium cation, 
which has the largest atomic volume, has a smaller hydrating power than does the 
calcium cation, whose atomic volume is slightly less. 

This is conclusive evidence that the hydrating power of the cation is an inverse 
function of its atomic volume. 

That the velocities of the ions are an inverse function of their mass (and perhaps 
of their volumes) is an established fact. Experimental evidence, however, seems 
at variance with this statement. We should expect those ions which have the 
smallest atomic volumes to have the greatest migration velocities. On the contrary, 


!Góttingen Nachr., 1900, p. 86. 
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we find that potassium, rubidium, and cesium have the greatest migration velocities 
+ 


(H and OH excepted), while the ions of the iron and copper groups, with very small 
atomic volumes, have the smallest migration velocities. 

A glance at the two curves representing the relation between atomic volume and 
atomic weights, and between migration velocities and atomic weights, shows at once 
the cause of this apparent anomaly. It has been found that those elements which 
have the smallest atomic volumes have the greatest hydrating power, and vice versa. 
We see, then, that those ions which have the smallest migration velocities have also the 
greatest hydrating power. 

A somewhat detailed comparison of the members of the different groups will bring 
out this idea more clearly. 

The atomic volumes of potassium, rubidium, and cæsium increase rapidly with 
increasing atomic weights; and, as a rule, their salts crystallize without water. We 
should expect, then, the potassium ion to have the greatest migration velocity and 
the cæsium ion to have the smallest. Experiments show that they have approxi- 
mately the same migration velocities. Sodium and lithium, whose atomic volumes 
are less than half that of potassium, have migration velocities which are only about 
two-thirds that of potassium. It will be remembered that sodium and lithium form 
salts which may crystallize with 2 and 3 molecules of water, respectively. Hence, 
we may assume that the increase in volume of the sodium and lithium ions, due to 
the formation of a relatively large hydrate, decreases the velocity of those ions to a 
far greater extent than the slight hydration of the large potassium ion decreases the 
velocity of that ion. 

The atomic volume of lithium is about one-half that of sodium, and the maximum 
amount of water with which lithium salts crystallize from solution is 3 molecules, 
whereas the maximum for sodium salts is 2 molecules. Since the ratio of 2: 3 repre- 
sents approximately the ratio of the hydrating power of the two ions in solution, 
we should expect the effect upon the velocity of the greater increase in the volume 
of the small lithium ion, due to its hydration, to compensate somewhat for the 
smaller increase in the volume of the larger sodium ion. Experiment shows that 
the migration velocities are nearly equal. 

The same relation holds for the metals of the alkaline-earth group. The atomic 
volumes increase with increasing atomic weight. The migration velocities of the 
cations calcium and strontium, whose salts crystallize with 6 molecules of water, 
are approximately equal to that of the barium cation, whose salts crystallize either 
with 2 molecules of water or water-free. On the other hand, the magnesium cation, 
which has one-half the atomic volume of the calcium ion, has nearly the same migra- 
tion velocity, due to compensation between the atomic volumes and the hydration 
of the 1ons. 

The calcium ion has a slightly greater atomic volume than sodium, yet, owing to 
its much greater hydrating power, its migration velocity is considerably less. 

The cations copper, cobalt, and nickel have nearly the same atomic volumes and 
the same hydrating power. We should expect them to have the same migration 
velocity, and such is the case. 
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'The atomie volumes of the halogens chlorine, bromine and iodine, are approxi- 
mately the same. If their ions are hydrated we should expect them to combine 
with the same amounts of water, and, therefore, they should have migration velocities 
of the same order of magnitude. This has been found to be the case. The atomic 
volume of fluorine has not been determined, but from its position on the migration- 
velocity curve we should infer that its atomic volume is smaller than that of the 
halogens, and that its ion possesses a considerable degree of hydrating power. 

Further, it will be noted that the migration velocities of the halogens are almost 
identical with those of the alkalis standing next above them in order of atomic 
weights, whereas their atomic volumes are very much smaller. This leads us to 
believe that the compensation, which brings about an equalization of the migration 
velocities of the two groups, is due to the increase in volume of the alkali ions by 
hydration. 

The silver ion alone, of all the metallic elements for which satisfactory data can 
be found, presents an exception. It has a small atomic volume, and its salts crystal- 
lize from solution without water. We should expect it to have but slight hydrating 
power in solution, and it should, therefore, have a high migration velocity, but this 
has been found to be slightly less than that of the halogens. 

According to the law of Raoult, the lowering of the freezing-point of a given 
weight of solvent by a dissolved substance is directly proportional to the amount 
of the substance dissolved, providing that substance is a non-electrolyte. In the 
case of electrolytes the lowering produced by gram-molecular weights of the dis- 
solved substances are greater than those produced by gram-molecular weights of 
non-electrolytes. This abnormality in the case of electrolytes is explained by the 
fact that an ion and a molecule lower the freezing-point to the same extent. 

The fact is that the freezing-point method gives us a relation between the amount 
of solvent acting as such and the number of dissolved particles, whether they are 
molecules or ions. 

Having determined the freezing-point lowering for any concentration of a given 
electrolyte, it is an easy matter to calculate the amount of dissociation. For binary 
electrolytes а is obtained from the expression a=i—1, where i is the van't Hoff i. | 


For ternary electrolytes, a= u , and for quaternary electrolytes a= з. А 


We have calculated ће values of а from the molecular lowerings of all the solutions 
studied, for the dilute solutions up to the concentration at which the molecular 
lowering passes through à minimum. Beyond this concentration the molecular 
lowering of the freezing-point increases, due to hydration, and, consequently, the 
calculated dissociation would increase. For that reason the values of a have not 
been calculated. 

In the case of every salt studied, without exception, the dissociation as calculated 
from the freezing-point lowering is higher than the dissociation as calculated from the 
conductivity measurements. 

This will be seen by comparing the values obtained for a in the tables representing 
the freezing-point and conductivity measurements for each salt. 
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If there were no hydration these values should be equal. Since the freezing- 
point measurements give us the most accurate relation between the amount of the 
actual solvent and the number of dissolved particles, it, therefore, must give us the 
most accurate measure of the dissociation, when hydration is taken into account. 

The conductivity of a solution is, as we have seen, dependent upon the number of 
ions present, their velocity, their mass and volume, and the viscosity of the solution. 
Since the temperatures at which the dilute solutions freeze are approximately only 
one-fourth of a degree or less below the freezing-point of pure water—the tempera- 
ture at which the conductivity measurements were made—we must conclude that the 
number of ions present and their velocities are in the two cases the same. Similarly, 
the viscosity of the solutions is the same in both measurements, and, therefore, 
the friction between solvent and ion will vary directly as the surface of the latter. 

We have shown that most metallic ions in solution have great hydrating power, 
and that the degree of hydration varies inversely with the atomic volume of the 
ion. The ions which have the greatest hydrating power are those which have the 
smallest atomic volumes, and should, therefore, if there were no hydration, meet 
with less friction in their movements through the solution. They should have 
greater migration velocities, while exactly the opposite results are found. 

A comparison of the values of a for a dilute solution of the strong acids shows that 
the dissociation as measured by conductivity is greater in every case than the dis- 
sociation measured by the freezing-point method. In the more concentrated solu- 
tions the observed freezing-point lowerings are higher than the molecular lowerings 
calculated from conductivity. This is due to the fact that the molecules or ions of 
those acids have considerable hydrating power, and we obtain in concentrated 
solutions results of the same character as with the salts. 


SUMMARY. 


1. The freezing-point lowerings and the conductivities of solutions of a number 
of electrolytes, over a wide range of concentration, have been carefully redetermined. 

2. We observe that the molecular lowerings of the freezing-point of all the electro- 
lytes studied pass through a very pronounced minimum at concentrations ranging 
from 0.1 to 0.25 normal. The molecular lowerings calculated from the dissociation, 
as measured by conductivity, decrease regularly from the most dilute to the most 
concentrated solutions. 

3. The magnitude of the molecular lowerings produced by molecular quantities 
of different salts varies directly as the number of molecules of water with which 
those salts crystallize from solution. The magnitude of the hydrating power of 
salts in solution is, in turn, proportional to the amount of water of crystallization. 

4. That the ions have very great hydrating power is shown by the values of M 
and H for the different salts. The total amount of combined water decreases with 
increase in concentration, passes through a minimum, and then increases regularly 
with increase in concentration. The amount of water held in combination by one 
molecule of a salt is very large in the more dilute solutions where the ions predomi- 
nate. It decreases rapidly with decrease in dissociation, and approaches a constant 
value at greater concentration. 
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5. The hydrating power of a salt is, primarily, a function of the cation. The 
results show that two salts which crystallize with the same amounts of water of 
crystallization and contain a common cation exhibit hydrating power of the same 
order of magnitude. 

6. It has been found that the hydrating power of a cation is an inverse function 
of its atomic volume. Those cations which have the smallest atomic volumes have 
the greatest hydrating power, and vice versa. We may state the relations thus: 
The hydrating power of the ions ts a function of their atomic weights. 

7. Furthermore, we have found that those cations which have the greatest migra- 
tion velocities exhibit, also, the smallest hydrating power, and vice versa. This 
probably accounts for the apparent anomaly which exists in the relation between 
the migration velocities of the ions and their atomic weights and atomic volumes. 
The influence upon the migration velocity of the hydration of those ions with small 
atomic volumes is greater than that of the small hydration of those ions which have 
large atomic volumes. 

8. In the case of every salt it has been found that the dissociation in the dilute 
solutions, as measured by the conductivity method, is less than that calculated from 
the freezing-point lowering. Since the freezing-point and conductivity measure- 
ments of the dilute solutions were made at approximately the same temperature, 
the number of the ions present, their velocities, and their hydration are practically 
the same in both cases. The solutions have, likewise, the same viscosity. There- 
fore, the friction between the solvent and ion will vary directly as the surface of the 
latter. This being the case, the greater the dilution the greater will be the com- 
plexity of the hydrate, and, consequently, its surface. We should expect to find, 
therefore, a greater abnormality in the dissociation, as measured by the two methods, 
the greater the dilution at which the measurements are made. The results show 
this to be the fact. 

It is only in case of those salts which crystallize in the anhydrous condition that 
we obtain comparable values for the dissociation as measured by the two methods. 
These values are found only in those concentrations which lie close to that concen- 
tration which gives the minimum molecular lowering. 
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EXPERIMENTAL. 


This investigation was undertaken for the purpose of obtaining facts by means of 
which the following questions might be answered: 

1. At what dilutions do the maxima in conductivity occur for various salts in 
methyl and ethyl alcohols? 

2. Is there any relation between these maxima in conductivity for different salts in 
different solvents? 

3. What is the magnitude of the dissociation of these 
salts in these solvents as calculated by means of the maxima 
in conductivity? 

4. What relation does this dissociation bear to that found 
by means of the boiling-point method? 


APPARATUS. 


The Kohlrausch method was used. "The wire was cali- 
brated and was found to be of uniform thickness throughout. 

The cells were of the latest type used in this laboratory. 
They were devised for measuring the conductivity of very 
dilute solutions where there is great resistance. They con- 
sist of two concentric platinum cylinders so placed one 
within the other that the electrodes are only about 1 mm. 
apart. (Seefig. 32. They are held together by means 
of small drops of fusion glass placed between them. These 
electrodes have a surface of about 48.75 square cm. One 
of these cells had a constant as low as 2.82. The vertical 
position of the electrodes permitted the ready escape of F eique de ms 
all air bubbles, neither were they difficult to wash and dry 
if the proper precautions were observed. These cells gave excellent results, and a 
sharp minimum was obtained upon the bridge without difficulty. The constants 
were determined by means of 0.01 N and 0.001 N solutions of potassium chloride. 
These constants were frequently redetermined, but were found to change but little 
throughout the work. 

All the apparatus was carefully calibrated. The necessary precautions concerning 
temperature were observed. "The temperature in the 25? bath was determined with 
a sensitive thermometer calibrated against a German Reichsanstalt thermometer. 
The 0? bath was from time to time tested to see that there was no change in temper- 
ature. At no time were measurements made when the temperature varied more 
than 0.04? from that required. Careful tests were made to find the time required for 
the temperature of the solutions within the cells, both at 0? and 25°, to reach an 
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equilibrium. This equilibrium was indicated by a constant conductivity. In all 
cases nearly an hour was necessary. Three readings were always made and the 
mean was taken. 

For 0° measurements a battery jar filled with ice and water was placed within a 
bucket and surrounded with ice and water. The cells were placed in the battery jar 
and covered with glass. Ample time was allowed for the temperature to reach 
equilibrium. Frequently the first reading was repeated after an interval of fifteen 
minutes or more, insuring equilibrium. 

Extreme precautions were necessary in washing the apparatus. No fumes were 
permitted in the room. Immediately before using, the cells and flasks were thor- 
oughly washed with distilled water, then rinsed several times with conductivity 
water, and finally washed repeatedly with alcohol. ` This alcohol was always kept 
pure and used only a few times before it was dried and redistilled. Ether wasnotem- 
ployed in drying, since there is danger of fats being containedinit. The apparatus was 
then carefully dried. Before a solution was made up in a flask the latter was rinsed 
with a portion of the solvent, and the cell was rinsed with a portion of the solution. 
In many cases of very dilute solutions the flask in which the solution wasto be made 
up was first cleaned, dried and rinsed with alcohol, the conductivity of this alcohol 
determined, and this same alcohol was employed to dilute the solution and its conduc- 
tivity was used for the correction for the specific conductivity of the solvent. Asa 
rule there was little change in this conductivity when the above precautions were 
observed, and yet, because of the large volume, this change was at times quite appre- 
ciable. 

SALTS. 

The salts used were potassium iodide, ammonium bromide, potassium sulpho- 
cyanate, lithium nitrate, sodium iodide, copper chloride, calcium nitrate, and cobalt 
chloride. 

In all cases the necessary precautions were observed in purifying the salts, Kahl- 
baum’s best products being employed. All were recrystallized a number of times 
finally from conductivity water and some from absolute alcohol. All were dried at 
a temperature of 125? to 150°. Those which are very deliquescent were heated fora . 
long time, some for several daysin an air-bath. Those chlorides which readily form 
oxychlorides when heated in the air were recrystallized several times, then dried in a 
vacuum desiccator over sulphuric acid for several days, and finally heated for a long 
time in a current of dry hydrochloric acid gas. They were then placed inadesiccator 
over sulphuric acid and potassium hydroxide for several days. АП other salts except 
the latter class were dried to constant weight before making up each solution. 


SOLVENTS. 


The solvents used were methyl and ethyl alcohols and mixtures of these with 
water. Considerable difficulty was experienced in purifying methyl alcohol so as to 
obtain it with as low a specific conductivity as possible. This low conductivity was 
important, since there was danger of introducing considerable error due to the large 
correction for the specific conductivity of the solvent at these high dilutions. It was 
evident from the results that some foreign substance was contained in the methyl 
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alcohol which it was difficult to remove. It was supposed that this unusually high 
conductivity was due probably to pyridine bases, and that these might beremoved by 
treatment with sulphuric acid. The cold alcohol was treated with a small quantity 
of dilute sulphurie acid. It was then distilled, the first runnings being always dis- 
carded, and the receiver removed while a considerable quantity was still in the flask. 
The alcohol was then boiled with lime for a day and distilled. In some cases it was 
repeatedly treated with lime and repeatedly distilled. One quantity thus treated 
gave a conductivity as low as 7.110". On standing, however, the conductivity 
changed somewhat, so that not all work was done with alcohol having quite such low 
conductivity. 

The ethyl alcohol was distilled from lime several times, then repeatedly distilled until 
it had a conductivity of about 2.6 «107°, The water was purified by the method of 


Jones and Mackay. 
SOLUTIONS. 


All solutions were made by direct weighing. In those cases where thesolutions 
were to be very dilute and but a small quantity of the salt was needed, a 0.1 N solu- 
tion was made as a mother-solution. This was then diluted to a second mother-solu- 
tion. From this the final dilutions were made directly. Only in a few cases was a 
final dilution made from any other except the first or the second mother-solution. 

All solutions were made up at 20°. Enough time was always allowed for the tem- 
perature to come to equilibrium. The solutions when once placed in the cells were 
not removed from them until after measurements were made for both temperatures. 
They were never left in the cells longer than necessary, because of possible decom- 
position. 


TABLE 64.—Conductivity of Certain Solutions at 0° and 25°. 


In methyl alcohol. | In ethyl alcohol. 
Solution. e E EQ if Soo Ae 
z o | oko Temperature o Temperature 
EN 0 | 25 coefficients. V | 0 25° coefficients. 
| 1,024 | 69.05 | 96.18 | 0.01572 || 1,024| 23.4 |36.4 | 0.02222 
| 2,048 | 70.62 | 99.22, 0.01620 || 2,048 28.6 | 44.9 | 0.02280 
Potassium io- || 4,006 | 71.48 | 101.14) 0.01660 || 4,096 29.4 | 47.2 | 0.02422 
gids E 8,192 | 72.13 | 102.4 | 0.01679 8,192| 32.7 | 47.5 | 0.01810 
16,384 | 74.5 | 104.8 | 0.01627 || 16,584 32.5 | 47.4 | 0.01834 
132768 | 66.6 | 107.2 | 0.01598 | 33,168, 32.0 | 47.2 | 0.01900 
і | | 
(| 1,024 | 66.1 | 93.1 | 0.01634 || ‘1,024! 32.1 | 37.0 | 0.02047 
‘um bro-|| 2048 | 69.9 | 94.1 OLT UNS а IR E. IRE уси 
Ammoniumbro-; 4096 | 70.6 | 96.7 | 0.01482 4,096 25.2 | 39.6 0.02285 
Here [| 8,29 | 71.8 | 96.8 | 0.01393 || 16,384 27.5 | 39.1 0.01687 
116,584 | 69.2 94.9 0.01485 | 65,536 29.8 | 39.5 0.01302 
| | 
| 1,600} 69.1 | 98.3 0.01690 | 1,000 28.2 | 43.8 | 0.02218 
can, 3,200 | 71.1 | 101.0 0.01682 3,200! 98.6 | 45.7 0.02391 
pase uer ИИ E | 6400 29.2 | 46.07 | 0.02393 
phoeyanate..||15 $00 | 73.0 | 103.7 | 0.01682 || 12,800| 29.23 | 45.4 | 0.02213 
125,600 | 83.5 | 106.3 0.01092 || 25,600) 28.57 | 43.64 | 0.02110 
| 1,000 | 58.83 | 83.24 | 0.01659 1,600! 23.82 | 36.67 | 0.02157 
3,200 | 59.89 | 85.98 | 0.01743 3,200| 24. 13 | 38.44 0.02872 
ithi itrate4| 6,400 | 61.46 | 89.29 | 0.01811 6,400! 25. ‚02: 
ине 12,800 | 59.69 | 91.35 | 0.02121 || 12,800| 25.87 | 40.02, 0.02187 
25,600 | 60.36 | 93.61! 0.02203 || 25,600....... ТРЕЕ 
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TABLE 68.—Conductivities of Cobalt Chloride in Mixtures of Methyl Alcohol and Water and of Ethyl 
Alcohol and Water at 0° and at 25°. 


| In methyl alcohol and water. In ethyl alcohol and water. 
Bate | y |.2% 50 | 75 | 100 
р. ct: | p. Ct. үр. Cv. | BP: Cte 
E 1,600 | 66.9| 53.9| 56.2 | 101.9 
3,200 | 68.2 | 55.8 | 63.3 | 111.0 
6,400 | 69.4! 56.6 | 64.2 115.8 
AOS een m ce d 12,800 | oN 57.91 5:60:05 116125 
25,600 | 72.1 58.7.1 66.2 | 115.3 
151.200 | 80.3 | 65.2, 69.0 | 112.6 


V | Op. ct. | 25 p. ct. | 90 p. ct. | 75 p. ct. | 100 p. сё. 

1,024 | 984 | 100.0 | 94.2 | 100.0 | 97.8 

Potassium iodide in methyl а1со-)| 2,048 | 99.2 |......... |. OSO БЕИ TOO SO 
hol and water at 0°.......... | ОПО ато | $98. T Narn | ЬЕ 
те Рв f 100.0, hii a 

1702261859822 98:401 939 | 71.5 

Potassium iodide in ethyl aleo-]| 2,048 | 99.2 100.0 98.1 | 99.5 87.4 

Mol апабуагеасо eee 4,006 | 100.0 100.0 100.0 100.0 90.0 

WE XR AN кер lero taste lecti DE | 100.0 

1,600 | 100.0 СО е 87.6 

Cobalt chloride in methyl aleo-j| 3,200 |......... ООЗЕ а 9551 95.5 

hol and water at 0°.......... 6400 ai ke. ЖЕ; 91.97 Pee oe. | 96:5 99.6 

LA SOO Pm TOU EIS | 100.0 | 100.0 

| 

1,600 | 100.0 94.2 92.5 93.0 “| 63822 

З OO Srl Ж.б | 96.6 | 95.7 94.1 72.0 

Cobalt chloride in ethyl aleohol] 6,400 ......... 100:0 1007.0. | 0632 81.2 

апа табет а O у er О S00 ck эсле m | 100.0 | 97.9 92.5 

25,600 |......... ERE REC E 100.0 92.2 

527200. 02 LIT. ОНИ ЕС 100.0 


TABLE 70.—Mazima in Molecular Conductivity for Certain Salts in Pure Alcohols. 


In methyl alcohol. | In ethyl alcohol. 

02 S mans 0* ie ons 

а ата (77.5) | (112.6) | 32.7 47.5 

МЕВА IST 96.8 (30.3) | 39.6 

KCNS LES cre qs (69.2) (110.4) 29.2 46.7 

МОЗ SE 61.5 (96.7 25.9 40.8 

Nae Я 6451558 91.9 27.0 42.8 

бист os ee 91.8 | 116.4 (25.7) | (82.7) 
| Ca (NO); ооа Durst dq PO e E oe [жаата КОА оа tee 

ОС A ЫЫ ОО ST) 31.6 (46.7) 


WORK OF Н, R. KREIDER. 95 


TABLE 71.—Boiling-point Data. 


Sol- Concen- ‘ Molecular | Disso- 
Salt. tration. Rise. Tise. ciation. 


53.949 | 2.8131 | 0.03478 | 0.429 12.33 46.8 
55.352 | 2.7357 | 0.03300 | 0.425 12.90 53.6 
61.195 | 2.5597 | 0.02790 | 0.356 12.74 51.8 
52.842 | 2.1082 | 0.02661 | 0.347 13.04 55.2 


Sodium iodide in methyl alcohol. 57.480 | 2.2060 | 0.02560 | 0.318 12.42 47.8 


* || 55.686 | 1.7227 | 0.02108 | 0.263 12.50 48.8 

54.510 | 1.8380 | 0.02268 | 0.298 13.14 56.4 

59.798 | 1.8080 | 0.02005 | 0.251 12.52 49.0 

| 55.546 | 1.1943 | 0.01421 | 0.178 12.52 49.0 

53.215 | 0.9665 | 0.01211 | 0.155 12.80 52.4 

53.100 | 3.1715 | 0.03984 | 0.585 14.63 2/79 

54.734 | 2.7683 | 0.03374 | 0.512 15.17 31.9 

64.744 | 3.2084 | 0.03303 | 0.495 14.98 30.2 

озю ооа м 0.481 14.87 29.8 

: e aay ч 61.293 | 2.5 0.02730 | 0.402 14.73 28.0 
Sodium iodide in ethyl alcohol... -4| 557509 | 2.0431 | 0.02455 | 0.365 | 14.86 | 929.1 
61.701 | 2.1323 | 0.02806 | 0.351 15.22 32.3 

59.294 | 1.9686 | 0.02214 | 0.327 14.76 28.3 

54.368 | 1.5300 | 0.01877 | 0.281 14.97 30.1 

| 64.926 | 1.4171 | 0.01455 | 0.223 15.32 33.2 

56.762 | 1.4954 | 0.01685 | 0.160 | 9.969 9.5 

64.823 | 1.2154 | 0.01142 | 0.107 | 9.366 8.6 

Calcium nitrate in methyl alcohol.4| 52.567 | 0.9792 | 0.01135 | 0.106 9.340 6.8 
63.825 | 1.2489 | 0.01131 | 0.110 | 9.725 7.9 

62.275 | 0.7453 | 0.00729 | 0.073 | 10.009 9.3 

50.476 | 1.1004 | 0.01328 | 12.68 | 0.168 51 

Calcium nitrate in ethyl alcohol...4| 54.301 | 1.3570 | 0.01228 | 12.86 1.158 5.9 
52.355 | 0.6795 | 0.00791 | 12.51 | 0.099 4.4 

48.831 | 3.5915 | 0.02007 | 0.253 12.60 4.8 

54.657 | 3.6962 | 0.01850 | 0.230 12.43 4.0 

50.956 | 3.1632 | 0.01694 | 0.214 | 12.63 4.9 

51.574 | 2.9277 | 0.01549 | 0.195 12.58 4.7 

Cadmium iodide in ethyl aleohol..4| 52.348 | 2.7683 | 0.01443 | 0.181 12.57 4.6 
52.316 | 2.6784 | 0.01397 | 0.176 12.58 4.6 

48.034 | 2.1137 | 0.01201 | 0.152 12.67 5.0 

51.668 | 1.2491 | 0.00660 | 0.082 12.42 4.0 

56.563 | 0.8712 | 0.04204 | 0.052 12.38 4.3 


DISCUSSION OF RESULTS. 


Table 64 shows the conductivity of the various salts worked with in the pure sol- 
vents at both 0? and 25°. A maximum either at one or both temperatures is fre- 
quently shown. Other substances show no maximum up to the highest dilutions 
measured. Inseveral cases maxima occur at one temperature and none at the other. 
In some cases the maxima occur at the same concentration at both temperatures, in 
others at different concentrations, but they always occur at concentrations which are 
close together. The temperature coefficients in general agree very well. Nearly all 
show a slight increase with increasing dilution. 

Tables 65 and 66 show the conductivity of potassium iodide and cobalt chloride in 
mixtures of methyl alcohol and water at both 0° and 25°. In some cases the maxi- 
mum conductivities are reached. The maxima generally occur at a greater concen- 
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TABLE 68.—Conductivities of Cobalt Chloride in Miztures of Methyl Alcohol and Water and of Ethyl 
Alcohol and Water at 0° and at 25°. 


In methyl alcohol and water. In ethyl alcohol and water. 
Б: К O eaa 
p. ct. | p. ct. | p. ct. | p. ct. p. et. | p. et. 
1,600 | 66.9 | 53.9 | 56.2 | 101.9 1,600} 47.92 | 31.16 
3,200, 68.2, 55.8, 63.3 | 111.0 3,200, 49.08 | 32.27 
6,400 | 69.4! 56.6 | 64.2 | 115.8 6,400 50.80*| 32.70 
A СОЕ: 12,800 | 75.5% 57.9 | 66.5% 116.2* || 12,800} 50.73 | 33.70* 
25,600 | 72.1 | 58.7 | 66.2 | 115.3 | 25,600 51.83 | 33.25 
151.200 | 80.3 | 65.2 | 69.0 | 112.6 51,200, 57.74 | 34.18 
Put cdd T л T62 400 60.20 | 34.40 | 
(| 1,600 | 144.1 | 113.5 | 101.5 | 138.58 1,600| 119.7 | 81.56 
3,200 | 148.5 | 115.7 | 115.4 | 152.34 3,200, 123.6 | 84.67 
At 25° | 6,400 | 151.8 | 119.4 | 118.1 | 162.38 6,400} 127.4 | 86.56 
ECCE (12,800 | 152.3 | 122.3 | 120.7 | 165.74 || 12,800| 129.7 | 88.28 
о 159.0 | 124.1 | 122.3 | 166.1 25,600, 135.0 | 87.42 
(51,200 | 181.6 | 136.6 | 124.9 | 158.0 51,200| 154.4 | 90.8 


TABLE 69.— Dissociation of Potassium Iodide and Cobalt Chloride in Certain Mixtures at 0°. 


.|75 р. et. | 100 p. ct. 


holand water at Oa М. м: 


Potassium iodide in ethyl alco- 
hol and water at 0°.......... 


Cobalt chloride in methyl alco- 
hol and water at 0°.......... 


Cobalt chloride in ethyl alcohol 
andawatereat eto e ers: 


Potassium iodide in methyl alco-}| 


V | Op. ct. | 25 p. et. | 50 p. ct 
1,024 | 98.4 | 100.0 94.2 | 100.0 97.8 
04048 517-090 oe 0 NE 100.0 
4096 1E1000 e otn ae ee ae. БЕК: New 
8,192. eode 100:0 4 conca И ИШИ 
| | 
1,024 | 98.4 087 | 019919. U OS | 71.5 
2048 | 99.2 | 100.0 | 98.1 99.5 | 87.4 
4,006 | 100.0 100.0 100.0 100.0 | 90.0 
SEDIS MEME EE UMANE CER E RTT, 100.0 
1,600 | 100.0 LIU M Ret oy 84.5 87.6 
S 002 Л е 00. d lex ЦЫ 95.1 95.5 
ПОО Е ue огои 96.5 99.6 
19:500 ТИЗ 100.07 EEE | 100.0 | 100.0 
| | 

1,000 | 100.0 94.9. |- 99.5 | 93:0 1 0212 
SON А | 96.6 95.7 94:1 «^ 720 
ВОО. | 100.0 97.0 96.2 81.2 
12 SOO Ka OR | 100.0 | 97.9 92.5 
25,600) aaea Зр БЕСЕУ | 100.0 | 92.2 
ОЕ. | 100.0 


TABLE 70.—Mazima in Molecular Conductivity for Certain Salts in Pure Alcohols. 


In methyl alcohol. 


In ethyl alcohol. 


0° > ДОУ; 
(77.5) | (112.6) 
ЕЕ: 
(69.2) | (110.4) 
61.5 | (96.7 
64.1 «nc 918 
91.3 | 116.4 
116.2 | 168.0 


0? 25° 
32.7 47.5 
(30.3) 39.6 
29.2 46.7 
25.9 | 40.8 
27.0 42.8 
(25.7) (82.7) 
AOS SAC AROS ES ae | uen 
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TABLE 71.—Boiling-point Data. 


Sol- Concen- | : Molecular Dey 
vent. Salt. tration. Rise. rise. ciation. 


53.949 | 2.8131 | 0.03478 | 0.429 12.33 46.8 
55.352 | 2.7357 | 0.03300 | 0.425 12.90 53.6 
61.195 | 2.5597 | 0.02790 | 0.356 12.74 51.8 
52.842 | 2.1082 | 0.02661 | 0.347 13.04 55.2 
57.480 | 2.2060 | 0.02560 | 0.318 12.42 47.8 
55.686 | 1.7227 | 0.02108 | 0.263 12.50 48.8 
54.510 | 1.8380 | 0.02268 | 0.298 13.14 56.4 
59.798 | 1.8080 | 0.02005 | 0.251 12.52 49.0 
55.546 | 1.1943 | 0.01421 | 0.178 12.52 49.0 
53.215 | 0.9665 | 0.01211 | 0.156 12.80 52.4 


53.100 | 3.1715 | 0.03984 | 0.585 14.63 27.7 


Sodium iodide in methyl alcohol. 


54.734 | 2.7683 | 0.03374 | 0.512 15.17 31.9 
64.744 | 3.2084 | 0.03303 | 0.495 14.98 30.2 
53.896 | 2.6133 | 0.03235 | 0.481 14.87 29.3 
61.293 | 2.5117 | 0.02730 | 0.402 14.73 28.0 
55.509 | 2.0431 | 0.02455 | 0.365 14.86 29.1 
61.701 | 2.1323 | 0.02306 | 0.351 15.22 32.3 
59.294 | 1.9686 | 0.02214 | 0.327 14.76 28.3 


Sodium iodide in ethyl alcohol... 


54.368 | 1.5300 | 0.01877 | 0.281 14.97 30.1 

64.926 | 1.4171 | 0.01455 | 0.223 15.32 33.2 

56.762 | 1.4954 | 0.01685 | 0.160 9.969 9.5 

64.823 | 1.2154 | 0.01142 | 0.107 | 9.366 8.6 

Calcium nitrate in methyl alcohol.4| 52.567 | 0.9792 | 0.01135 | 0.106 9.340 6.8 
63.825 | 1.2489 | 0.01131 | 0.110 9.725 459 

62.275 | 0.7453 | 0.00729 | 0.073 | 10.009 9.3 

50.476 | 1.1004 | 0.01328 | 12.68 | 0.168 5.1 

Calcium nitrate in ethyl alcohol...4| 54.301 | 1.3570 | 0.01228 | 12.86 1.158 5.9 
52.355 | 0.6795 | 0.00791 | 12.51 0.099 4.4 

48.831 | 3.5915 | 0.02007 | 0.253 | 12.60 4.8 

54.657 | 3.6962 | 0.01850 | 0.230 12.43 4.0 

| 50.956 | 3.1632 | 0.01694 | 0.214 12:63:99 49 

| 51.574 | 2.9277 | 0.01549 | 0.195 12.58 4.7 

Cadmium iodide in ethyl alcohol..4| 52.348 | 2.7683 | 0.01443 | 0.181 12.57 4.6 
52.316 | 2.6784 | 0.01397 | 0.176 12.58 4.6 

48.034 | 2.1137 | 0.01201 | 0.152 12.67 5.0 

51.668 | 1.2491 | 0.00660 | 0.082 12.42 4.0 

56.563 | 0.8712 | 0.04204 | 0.052 12.38 4.3 


DISCUSSION OF RESULTS. 


Table 64 shows the conductivity of the various salts worked with in the pure sol- 
vents at both 0° and 25°. A maximum either at one or both temperatures is fre- 
quently shown. Other substances show no maximum up to the highest dilutions 
measured. Inseveral cases maxima occur at one temperature and none at the other. 
In some cases the maxima occur at the same concentration at both temperatures, in 
others at different concentrations, but they always occur at concentrations which are 
close together. The temperature coefficients in general agree very well. Nearly all 
show a slight increase with increasing dilution. 

Tables 65 and 66 show the conductivity of potassium iodide and cobalt chloride in 
mixtures of methyl alcohol and water at both 0° and 25°. In some cases the maxi- 
mum conductivities are reached. The maxima generally occur at a greater concen- 
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Fig. 33. 


Conductivity of potassium iodide 
in mixtures of methyl alcohol 
and water at 0°. 


25 50 15 100 
Рег cent. of methyl alcohol 


Fia. 34. 


Conductivity of potassium iodide in mixtures 
of methyl alcohol and water at 25°. 


25 50 75 100 
Per cent. of methyl alcohol 
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tration at 0° than at 25°. In afew cases the maxima occur at the same concentration 
at both temperatures. In nearly every case where there is a maximum there is a 
slight decrease in conductivity, then a rapid increase as dilution increases, thus 
giving an inflection in the curve. 


80 


70 


FIG. 35. 


Conductivity of potassium iodide in mixture: 
of ethyl alcohol and water at 0°. 


50 


Molecular Conductivity 
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Figs. 33 to 36 give the curves for the conductivities of potassium iodide in mixtures 
of methyl alcohol and water and of ethyl alcohol and water. The abscissze represent 
the percentage of alcohol and the ordinates the conductivity. In fig. 33 there is a 
marked minimum with 50 per cent methyl alcohol. Fig. 34 shows a minimum with 
75 per cent methyl alcohol. Fig. 35 for potassium iodide in methyl alcohol-water 
mixtures shows the same characteristics. Fig. 36 shows a minimum for only three 
concentrations; these are with 75 per cent ethyl alcohol. 

Figs. 37 to 40 are the curvesforthe conductivity of cobalt chloride in methyl alcohol- 
water mixtures and ethyl alcohol-water mixtures at both 0° and 25°. Fig. 37 shows 
a minimum with 50 per cent methyl alcohol. Fig. 38 shows minima in the curves 
with 75 per cent ethyl aleohol. In figs. 39 and 40 there is no minimum. S rao. 

Tables 67 and 68 represent the values for the conductivities of potassium iodide 
and cobalt chloride in mixed solvents, arranged according to temperature. The pro- 
portions in which the solvents are mixed and the concentrations vary. A study of 
the maxima of conductivity in these tables is interesting. The more probable values 
for И are indicated by an asterisk (*). By means of these values we have calculated 
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the dissociation of the salts at different volumes for one of these tables (67), since these 
present more fo values than the rest. We have used the well-known equation, 


a= and the values for а are given in table 69. In table 66 no ды occurs for 50 per 


cent methyl alcohol-water mixtures. 
110 


100 


90 
ES 
® 
$ 80 Fic. 36. 
E Conductivity of potassium iodide in 
$ mixtures of ethyl alcohol and water at 25°. 
E: 
حا‎ 
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These values for dissociation are interesting when compared with the values for 
the corresponding molecular conductivities. Fig. 41 gives the curves for dissocia- 
tion corresponding to the molecular conductivity as indicated by the curves in fig. 35. 
Fig. 42 in the same manner corresponds to fig. 37 and fig. 43 to fig. 39. 

In fig. 35 the conductivity curves of potassium iodide in ethyl aleohol-water mix- 
tures at 0° show minima for all dilutions, while the corresponding curves for dissoci- 


ation in fig. 41 at first rise. If the equation a= «holds for mixed solvents, this 
Ho 


would indicate that at 0° the dissociation in 25 per cent ethyl alcohol-water mixtures 
is slightly greater than in pure water. In all mixtures the dissociation is very much 
greater than it is in pure alcohol. 

Fig. 42 gives the curves for cobalt chloride in methyl alcohol-water mixtures, cor- 
responding to the molecular conductivity as represented by fig. 37. The curves for 
dissociation show minima, but the drop below the straight line of averages is very 
small when compared with the large and decided minima in fig. 37. 
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Fie. 37. 


Conductivity of cobalt chloride in mix- 
| tures of methyl alcohol and water at 0°. 
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Per cent. of methyl alcohol 
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Fia. 38. 


Conductivity of cobalt chloride in mixtures 
of methyl alcohol and water at 25°. 


25 50 75 100 
Per cent. of methyl alcohol 
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Fig. 43 for dissociation corresponds to fig. 39 for molecular conductivity. The 
relation between these two figures is similar to the relation between figs. 43 and 40. 
In both cases the mixed solvents are ethyl alcohol and water. In this case we have 
a binary salt, and the curves for figs. 41 and 43 are strikingly similar. 

90 


Fra. 39. 


Conductivity of cobalt chloride in mixtures 
of ethyl alcohol and water at 0°. 


Molecular Conductivity 
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The curves representing dissociation in ethyl aleohol-water mixtures aresometimes 
upward curves, taking a direction opposite to that of the curvesrepresenting conduc- 
tivity, which are downward curves. This fact is especially apparent when fig. 35, 
giving the curves for the conductivity of potassium iodide in mixtures of ethyl aleohol 
and water at 0°, is compared with fig. 41, which gives the curves for the dissociation 
of these same solutions. This plainly indicates that the greatly diminished conduc- 
tivity in mixed solvents is due not to diminished dissociation, but to the other factor 
conditioning conductivity, viz, diminished velocity of the ions through the solution. 
Though it had been previously pointed out that this diminished conductivity is due 
almost entirely to increased viscosity of the mixed solvent, it was not definitely 
known what the magnitude of the dissociation in these mixed solvents is, nor was it 
suspected that this dissociation might be greater in the mixed than in the pure sol- 
vents, as is shown to be the case by the curves for dissociation, some of these curves 
having maxima, while those of conductivity have decided minima. These facts are 
quite marked where ethyl alcohol-water mixtures are used as solvent. In suchcases 
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the increased viscosity, on the one hand, diminishes the conductivity, and the de- 
creased dissociation, on the other, increases the conductivity. The viscosity in this 
case, since it is ће more potent factor, causes the large minima in the curves for con- 
ductivity. These minima would be more marked than they are were it not for the 
slightly increased dissociation. 
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Table 70 gives the и. values of molecular conductivity for the various salts studied 
both in methyl and in ethyl alcohols at 0° and at 25°, whenever such values could be 
found. The values without the brackets were determined experimentally. Those 
within the brackets could not be determined experimentally because of the great 
dilutions and consequently unavoidable errors, but were calculated by a method 
given below. 

BINARY ELECTROLYTES AND TERNARY ELECTROLYTES. 


An examination of the table reveals the fact that there is some relation between the 
maxima for each salt in the different solvents at any given temperature. It was 
suspected that this relation isa constant and that the following equation would hold: 


p, methyl 


P — constant. 
ما‎ 
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This equation was then applied with the following results: 
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Fia. 41. 


Dissociation of potassium iodidein mix- 
tures of ethyl alcohol and water at 0°, 


Fia. 42. 


Dissociation of cobalt chloride in mix- 
tures of methyl alcohol and water at 0°. 


Fic. 43. 


Dissociation of cobalt chloride in mix- 
tures of ethyl alcohol and water at 0°, 
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These facts make it appear probable that there is approximately such a constant 
for binary electrolytes and another for ternary electrolytes. "These data are not suffi- 
cient, however, to give a final value to such constants. Further investigations will 
be required for this purpose. Most of these maxima occur at dilutionsof V = 12,800 
to V —51,200. At these dilutions it is very difficult to obtain accurate results, and 
the values for the constant are probably within the limits of experimental error. 

The value for the constant between methyl and ethyl alcohols for binary elec- 
trolytes appears to be very nearly 2.37. Ұе have obtained but one value for ternary 
electrolytes, which is 3.68. That is nearly 1.5X 2.37. The latter value (3.56) is prob- 
ably the more nearly correct. The factor 1.5 is employed, since this expresses the 
ratio of ions present between binary and ternary electrolytes at complete dissociation. 

With the data in hand we proceeded to test further the accuracy of the above 
equation, by supplying by calculation in table 70 those u» values which could not 
be determined experimentally. The value of the constant was taken as 2.37 for 
binary electrolytes, and 3.56 for ternary electrolytes. The calculated value for 
potassium iodide in methyl alcohol at 0? from the value in ethyl alcohol would be 
77.5. Anexamination of table 64 reveals the fact that this value is probably very 
nearly correct. For 25° it would be 112.6. Again, from the same table this is 
probably correct. Ammonium bromide in ethyl alcohol at 0? would be equal to 
30.3. This, too, as indicated by table 64, is probably nearly correct. Potassium 
sulphocyanate in methyl alcohol at 25° would have a value of 110.4. Table 64 
indieates that this value is probably correct to within the limits of experimental 
error. Lithium nitrate gives a value of 96.7 in methyl alcohol at 25°; compared 
with table 64 this would seem to be nearly correct. 

With ternary electrolytes there are only three cases to which this equation can 
be applied. Copper chloride in ethyl alcohol at 0° would give a value of 24.8, and 
cobalt chloride in ethyl alcohol at 25? would give 46.7 as the value for the maximum 
in conductivity. In table 64, at 0°, a maximum is reached at V —25,600. The 
maxima at the different temperatures as a rule do not occur very far apart. We 
believe that the value 46.7 is very nearly correct for the maximum for cobalt chlo- 
ride in ethyl aleohol at 25?. "The only two values which do not fit into the table are 
those for potassium cyanide in methyl alcohol at 0?, and for copper chloride in ethyl 
alcohol at 25°. The latter, however, is not far from what we might expect it to be. 

We believe from the above results that the ratio between the maxima in molecular 
conductivity for different salts in methyl alcohol, and the maxima for the same salts 
in ethyl aleohol is probably constant for all binary electrolytes; that for all ternary 
electrolytes it is a constant of different value, and that there is a definite relation 
between these two constants. 

Jones, in an article on “The Electrolytic Dissociation of Certain Salts in Methyl 
and Ethyl Alcohols, as Measured by the Boiling-Point Method,” gives table 72, 
which expresses “the dissociation values of the above alcohols as calculated from 
data obtained by the boiling-point method." The ratios of these values were cal- 
culated and are also expressed in the table. 

Leaving out the value 1.8 for sodium iodide, which is evidently erroneous, we 
find as a mean from the other values of the binary electrolytes 2.37, which, it will be 
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remembered, is the same as the value obtained above by the conductivity method 
for the ratio between the maxima in the different aleohols. "The figure in this table 
for the one ternary electrolyte is not so great as that determined by the conductivity 
method, and yet it is possible that more data would give comparable values. 


TABLE 72.—Dissociation in Methyl and Ethyl Alcohols. 


| 
Dissociation Dissociation 
Substance. оао in methyl in ethyl | Ratio. 
ied Сын alcohol. alcohol. | 
| p. ct. | р. ct. | 
СТЕ У 0.1 | 52 | 25 | 2.08 
INGOTS eet ES 0.1 | 60 | 38 | 1.8 
Марк ыча RE 0.1 GOA 24 | 2.5 
WEE Bes NA 0.2 | 49 | 21 | 2.3 
CHICO0KR^Z Ж зи Е 0.1 | 36 | 16 2S 
CH;COONa........... 0.1 38 14 TO 
Сато) ИЕ 0.1 15 | 5 | 8.0 | 


The boiling-point data in this work were obtained by means of the boiling-point 
apparatus used by Jones. Both solvents were carefully purified and dried. 

Table 73 gives the dissociation of certain salts as calculated by both the conduc- 
tivity and boiling-point methods. 

It will readily be seen from table 73 that the dissociation values as determined by 
conductivity are higher than those found by the boiling-point method in both methyl 
and ethyl alcohols. This may possibly be due to a polymerization of the undisso- 
ciated molecules in the solvent in question. This would give too low dissociation 
as measured by the boiling-point method, since this method takes into account both 
the molecules and the ions, while the conductivity method deals only with the ions. 


TABLE 73.—Dissociation of Salis as Determined by the Conductivity and Boiling-point Methods. 


Dissociation from | Dissociation from 
Salt. | Solvent. conductivity | boiling-point 
| method. | method. 
| 
| p. ct p. ct 
I К REE Lote | Methyl 65 49 
TOT OS | Ethyl 49 26 
INST Aot ou s Rete | Methyl 75 | 61 
NHB EE Methyl. 71 47 
INGA Dene ОК ОК Ethyl. | 40 20 
SUMMARY. 


We have measured the conductivity of various salts in pure methyl and ethyl 
alcohols at very high dilutions, and also in mixtures of methyl and ethyl alcohols 
with water. In many of these measurements we have found the value of pas. 

Many of these values were found to occur at concentrations between V — 3,200 
and V = 51,200. 

A constant ratio was found between the values of u for several binary electro- 
lytesi in methyl alcohol and in ethyl alcohol, and the ratio for one ternary electrolyte 


eit, phys. Chem., 31, 114 (1899) (Шиа zu van't Ной). 
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was worked out. "These facts indicate that there is a definite relation between these 
two ratios. 

We have found minima in most of the curves for mixed solvents. 

We have tabulated the dissociation of several salts in methyl alcohol and ethyl 
aleohol as determined by the boiling-point method. 

The following work is a continuation of that already discussed. In our earlier 
work we measured the conductivity of certain salts in very dilute solutions of ethyl 
alcohol and methyl alcohol. The salts employed were potassium iodide, ammonium 
bromide, potassium sulphocyanate, lithium nitrate, sodium iodide, calcium nitrate, 
cobalt chloride, and copper chloride. The conductivities of these salts were measured 
in solutions ranging in concentration from N/1600 to N/51200. The conductivities 
of these salts in more concentrated solutions had been previously determined by 
Jones and his coworkers. 

In our former work a well-defined maximum in conductivity with increasing 
dilution was noted in solutions of a number of salts. Certain relations between these 
maxima were pointed out. The ratio between u, for a certain salt in methyl alcohol 
and p, for the same salt in ethyl alcohol was found to be a constant for different 
binary salts. The following values were obtained for c — u, methyl aleohol/u., ethyl 
alcohol. 


Binary Electrolytes: с с 
LiNO; at 0? —2.37 NH,Br at 25? —2.44 
Nal at 0°=2.37 Nal аф 25°=2.17 


Ternary Electrolytes: 
CoCls at 0° = 3.68 


The conductivities of other salts at the same high dilutions have now been meas- 
ured, with the object of seeing whether the relations given above are general. The 
salts used were sodium bromide, lithium bromide, and cobalt bromide. The work 
with potassium sulphocyanate in methyl alcohol was repeated, and more satisfactory 
results obtained. 

Most of the measurements were made at the dilution of complete dissociation. 
The values of u, for the same salt in methyl and ethyl alcohols are then compared 
with each other, and also with the value of џи, for the same salt in water. The appa- 
ratus employed is the same as that previously described, with some minor improve- 
ments. The same cells, with concentric platinum cylinders as electrodes, were used. 
One cell having the electrodes closer together and a smaller constant was also 
employed. 

Both salts and solvents were purified with special care. A solution of a certain 
concentration was then prepared as the mother-solution, and from it the other solu- 
tions were made. Some of the solutions were as dilute as N/102400. 

The precautions observed were the same as those previously discussed. In addi- 
tion, greater care was exercised in purifying the methyl alcohol. It is very difficult 
to get methyl alcohol in large quantities in such a state of purity that its specific 
conductivity is low enough to obtain good results for such dilute solutions. It was 


1А тег. Chem. Jour., 45, 282 (1911). 
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found that the conductivity of methyl alcohol could be much reduced by treating 
the alcohol with a little dilute sulphurie acid. "The best results were obtained when 


the alcohol was in contact with the acid not more than twelve hours. 


'The alcohol 


was then distilled from the acid and boiled with, and distilled from lime at least twice. 


The results obtained are given in tables 74 and 75. 


TABLE 74.—Conductivities of Sodium Bromide, Lithium Bromide, Potassium Sulphocyanate, and 
Cobalt Bromide in Methyl Alcohol and Ethyl Alcohol at 0° and 25°. 


V 


eret tn n 


eec] n 


eet t n 


„+++, 


et t | | 


DNE 


Sodium Sodium Lithium | Lithium 
bromide | bromide | bromide | bromide 
in methyl | in ethyl | in methyl | in ethyl 
alcohol. alcohol. alcohol. alcohol. 
Hy 0° | шо 25° | us 0? ио 25° us 0? Ho 25° | us 0? | up 25° 
53107774 1019.913310 ОЗО КОЛЕСЕ ЕЕЕ 
58.2) 83.9 | 23.1 36.5 | 44.5 64.8 | 17.2 27.8 
62.3| 88.6 | 24.0 38.3 | 45.6) 68.7 | 18.3) 28.9 
63.8) 91.3 | 24.6 39.6 | 48.2, 69.8 | 18.3) 29.3 
64.1 92.8 | 24.9) 40.2 | 47.8| 73.7 | 18.4 28.9 
64.6| 93.3 | 24.6 40.2 | 49.5| 74.6 | 18.3| 29.4 
699t OE EAE 87502 ОК 18.3) 30.1 
\ 18.1 27. 
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eet tn, ng. 
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estet t |» 
estt t |. 
cele eee eels 


eee were reese 


eee rer erence 


ee | | | | G 9 
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eset! t] | || 9 


coe rrr t | ||] n 


oe 


.... 


e... 


e... 


Potassium 
sulpho- 
cyanate in 
methyl 
-alcohol. 


Ho 0° | Шу 25° 


Cobalt 
bromide 
in methyl 
alcohol. 


Шо 0° 


19.0 
21.6 


ио 25° 


1W=water; M=methy! alcohol; E—ethyl alcohol. 


NaBr 1:055 39529 9 5 ИК 

NUN PNE CN y s 

СоС1„ 0.99 ОА Re cee 
ОТЕ dabo uen 
Mises Mer rp al 


uo 0° 


LiBr 


Cobalt 
bromide 
in ethyl 
alcohol. 


Ho 25° 
77.3 


2.60 


— 


2.44 
CoCl: 3.67 


eee twee t n. 


LiBr & 2.38 
NH,Br 2.44 
NaBr 2.59 


2.37 


Table 74 gives the conductivities of sodium bromide in methyl alcohol at both 0? 
and 25?. At 0? we have complete dissociation probably at 6,400 liters. At 25? 
complete dissociation is not attained until a dilution of 12,800 liters is reached. 

Table 74 gives the conductivities of sodium bromide in ethyl alcohol at 0? and 25°. 
Complete dissociation is reached at both temperatures at a dilution of 12,800 liters. 
At the volume 102,400 there is a marked decrease in conductivity, probably due to 


the great solvation at this extremely high dilution. 


in several other tables where ethyl alcohol is used as a solvent. 


The same fact may be noticed 


WORK OF Н. R. KREIDER. 107 


Table 74 gives the conductivity of lithium bromide in methyl aleohol. At 0? 
complete dissociation probably is reached at 6,400 liters. At 25? there is no maxi- 
mum in conductivity, but the rate of increase is much smaller above 3,200 liters 
than it is at greater concentrations, indicating that the maximum is nearly reached. 

Table 74 gives the conductivity of lithium bromide in ethyl alcohol. At 0° there 
is complete dissociation at 3,200 liters. At 25? itis complete at 6,400 liters. For 
both temperatures at higher dilutions the conductivity remains almost constant up 
to a dilution of 102,400 liters, where, at 25?, there is a marked decrease in the con- 
ductivity. 

Table 74 gives the conductivity of potassium sulphocyanate in methyl alcohol. 
This is a repetition of work previously done. We have now obtained more con- 
cordant results. Here, complete dissociation is reached at both temperatures at 
3,200 liters. 

Table 74 gives the conductivity of cobalt bromide in both methyl alcohol and 
ethyl alcohol. Here, there is no maximum in conductivity. This is probably due 
to the fact that cobalt bromide is much solvated. 

Table 75 gives the ratios of the values of u „for a number of salts in the following 
solvents: Water and ethyl alcohol, methyl alcohol and water, and methyl alcohol 
and ethyl alcohol. When we consider the large magnitude of the experimental error 
in working at these great dilutions, it is quite probable that the relation u „ for one 
solvent/p,, for another solvent = с, holds where the salts have approximately the 
same degree of solvation. 

That there is a constant relation between the values of yu, for different salts in 
different solvents we would expect. When a certain salt in two different solvents is 
completely dissociated, we have either the same number of ions present or, relative 
to the concentration, the same number of ions present. 

When the point of complete dissociation is reached at the same dilution in both 
solvents, we have the same number of ions present in the same volume of the two 
solvents. When such a point of complete dissociation exists at different dilutions 
in solutions of the two solvents, the number of ions in equal volumes of the two 
solutions varies directly as the concentration, and we have, relative to the concen- 
tration, the same number of ions present. 

Conductivity is a function of the number of ions present and the velocity with 
which these ions move. Since, at the complete dissociation of a salt in solutions 
of two different solvents the number of ions is actually the same, or relative to the 
concentration the same, we can eliminate this factor—the number of ions—and 
consider only the velocities with which these ions move. 

Two factors primarily determine ionic velocity, the ionic mass and volume, and the 
fluidity of the solution, which is, of course, the reciprocal of the viscosity. Assum- 
ing that the ionic masses and volumes of a certain salt in two different solvents at 
complete dissociation remain the same, then the velocities of the ions ought to vary 
as the fluidities of the respective solvents. Since the number of ions in the two 
solvents at the same dilution of the solutions is the same, the ionic masses and 
volumes being the same, the conductivities ought to vary directly as the fluidities 
of the solvents; the ratio between the values of u„ in the various solvents ought to 
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be the same as the ratio of the fluidities of these solvents. This, however, is not 
the case. If the ratios between the values of у, for the salts in the two solvents 
are not the same as the ratios between the values for the fluidities of these solvents, 
the mass and probably the volumes of the solvated ions must differ in the two 
different solutions. Ne 

The fluidity of methyl aleohol at 0? is 123.9, while that of ethyl alcohol is 56.24. 
Since the fluidity of methyl aleohol is much greater than that of ethyl aleohol, we 
would expect the ions of a dissolved salt to move much faster in methyl alcohol, 
and, consequently, the conductivity of a solution of a salt at any concentration 
would be much greater in methyl than in ethyl alcohol. At complete dissociation, 
where the number of ions is the same in both solvents, we would expect the con- 
ductivity in methyl alcohol to be as much greater than that in ethyl alcohol as the 
fluidity of the former is greater than that of the latter. We would expect a direct 
relation between fluidity and conductivity. 

Jones and his coworkers have shown that there is solvation in solutions in water, 
methyl aleohol, ethyl aleohol, and solvents in general; and that this solvation 
increases with dilution. From this we know that at complete dissociation solvation 
is greater than at any dilution short of complete dissociation. 

Since a molecule of methyl alcohol is much heavier than one of water, the ion, for 
equal solvation, would be loaded down more in the former solvent, and the conduc- 
tivity in methyl alcohol would be less than in water, even if the fluidities were the 
same. Again, the molecule of ethyl alcohol is heavier than the molecule of methyl 
alcohol. The equally solvated ion would, therefore, be heavier in ethyl alcohol and 
the conductivity less. 

Table 75! gives the ratios of the fluidities of three solvents—water, methyl alcohol, 
and ethyl alcohol; also the ratio of uw, for certain salts in these solvents at both 0? 
and 25°. Water and ethyl alcohol are first compared. Their fluidities are nearly 
the same, hence their ratio is nearly unity. The ratios between the values of m, 
for four salts in these two solvents are given. The mean of these values is 2.33 with 
a minimum of 2.26 and a maximum of 2.44. This mean ratio of the values is much 
greater than the ratio of the fluidity values of the two solvents, indicating that the . 
ion in ethyl alcohol moves much more slowly, compared with its velocity in water, 
than we would expect from a comparison of the fluidities of the solvents. The only 
explanation of this fact seems to be that the ion is loaded down much more in ethyl 
alcohol than in water, and, hence, its velocity diminished, giving a much lower con- 
ductivity. The only way in which it could be loaded down is by one or more 
molecules of the solvent being united with the ion. 

Tn the second column of table 75 water and methyl alcohol are compared. The 
fluidity of methyl alcohol is much greater than that of water. It is 2.18 times as 
great at 0°. There are four u, ratios. The mean is 1.03. The maximum is 1.05 
and the minimum is 1.01. The fact that the fluidity of methyl alcohol is much 
greater than that of water, while the conductivity of salts in methyl alcohol is but 
little greater, indicates that in methyl alcohol the ion is loaded down more than in 


1The values for uo; of the various salts in water as a solvent given in table 75 г ч Y 
(Zeit. phys. Chem., 49, 385 (1904). gl e (5 are taken from the work of Jones and Getman 
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water, and its velocity more retarded. This, of course, we would expect from the 
masses of the molecules alone, since those of methyl aleohol are so much greater 
than those of water. 

In the third column, methyl alcohol and ethyl alcohol are compared. The fluidity 
of methyl alcohol is 2.17 times as great as that of ethyl alcohol at 0°; while the mean 
of the conductivity ratios is 2.44. This would indicate that in ethyl alcohol the ions 
are loaded down more than in methyl aleohol, which, again, we would expect. 
This is the case at both 0? and 25°. The difference is, however, much less at 25? 
than at 0°. At 25? the ratios of fluidity and conductivities are more nearly equal. 
This would indicate that at the higher temperatures the ions are less retarded and, 
accordingly, less solvated, as Jones and Bassett! have pointed out. 

The fact that the equation 

Iu S/ aS = С 


where s and s' are any two of the solvents above mentioned, holds for the values 
in table 75 is in itself important. But it further shows approximately which salts 
are solvated to the same extent in any given solvent, since it holds only in such cases. 
For such salts as are not solvated to the same extent in a given solvent the equation 
will, of course, not hold. 

We have worked with one salt, cobalt chloride, which is very hydroscopic, and 
which has been shown by Jones and his coworkers to be strongly hydrated in aqueous 
solutions. This salt shows a greater departure in the ratios of its conductivities 
from the ratios of fluidities than is shown by the other salts that we studied. From 
the results in the column и, W/u,, Ewesee that cobalt chloride is much more loaded 
down in ethyl alcohol than it is in water. The value of the ratio of и, in the two 
solvents, 3.70, is greater than that of the other salts, 2.33, and much greater than the 
value of the fluidity ratio of the two solvents, which is 0.995. 

From the column џи, M/u,, W we see that the ions of cobalt chloride are loaded 
down more in methyl alcohol than in water, and that the ratios of the conductivities 
deviate more from the ratios of fluidities than in the case of the other salts; but 
this deviation ought not to be as great as in the case of water and ethyl alcohol, 
since there is not so much difference between the masses of the molecules of methyl 
alcohol and water as there is between those of ethyl alcohol and water. Comparing 
the figures in this column we find that this is the case, since 0.99, the value of the 
ratio of the conductivities of cobalt chloride, is less than 1.03, the ratio for the other 
salts, and very much less than 2.18, the ratio of the fluidities of the two solvents. 

We would expect the cobalt chloride ions to be loaded down to the greatest extent 
in ethyl alcohol, and that the conductivity in ethyl aleohol would be lower than in 
methyl alcohol. "This difference should be greater than that of the other salts which 
are less solvated. We would expect the ratio и, М/и,Е for this salt to show a 
greater departure from the ratio of the fluidities of the two solvents than is shown 
by the other salts. A comparison of the figures in column и, М/у, Е shows this to 
be the case. 


1Amer. Chem. Journ., 34, 290 (1905). 
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It has been shown that water hydrates salts in more concentrated solutions, and 
that this hydration increases with the dilution, as we would expect from the mass 
action of the solvent. If in water these salts are solvated, it is evident from the 
above facts that in methyl alcohol there is a larger mass of the solvent in combina- 
tion with the ion. This does not necessarily indicate that in the latter case there 
are more molecules of the solvent in combination with the ion. There may be the 
same number, or even less, in combination, but the molecules of methyl alcohol being 
so much heavier might cause the difference in conductivity. In ethyl alcohol also 
there is a larger molecular mass than in water or in methyl alcohol, but here, again, 
the difference between the ratios may be due to the heavier molecules of ethyl alcohol. 

It is evident that this factor of solvation at complete dissociation plays a róle in 
our present method for calculating dissociation by means of the conductivity of the 
solution. Here we employ the equation a—4,/u». In the above discussion po 
is shown not to be a true function of the actual number of ions present, but is smaller 
than it ought to be in consideration alone of the number of ions present. Further- 
more, it has been shown that there is solvation in more concentrated solutions also; 
hence, u, is not a function only of the number of ions present in the solution in ques- 
tion. The deviations of the values of џи, and us from the true values are probably 
of the same order of magnitude, if not very nearly equal, so that the validity of the 
equation in calculating conductivity is probably not seriously affected. 


FACTS ESTABLISHED.. 


We have measured the conductivities of very dilute solutions of a number of salts 
in methyl alcohol and ethyl alcohol. 

In most cases the values of u» were found. These values bear a definite relation 
to one another. 

It was found that the ratio of the value of u, for a certain salt in one solvent 
and the value of ua for the same salt in another solvent, is nearly constant for salts 
which are solvated to approximately the same extent. 

In cases where one salt is solvated very much more than another, the value of ua 
is generally less for the more solvated salt. 

We have compared the ratios of u for certain salts in two different solvents, with 
the ratios of the fluidities of these solvents. In all cases the former ratios show a 
departure from the latter, the value of ды in the solvent which has the greater 
molecular mass always being less than we would expect from the ratio of the fluid- 
ities alone of the two solvents. "Those salts which are known to be solvated to the 
greatest extent show the greatest difference between these ratios. 
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A large amount of work has been done with the object of learning something about 
the electrochemistry of organic solvents and of binary mixtures of these liquids. 
This is especially true with regard to the relations existing between conductivity and 
viscosity of solutions in such solvents. A full account of the work that has been 
done in this laboratory has been published as a monograph by Jones! and coworkers, 
and the electrochemistry of nonaqueous solvents has been extensively discussed by 
Carrara.” 

In the following pages are recorded the results of a few preliminary experiments, 
which were made with the object of determining whether any essentially new prin- 
ciples were to be discovered by increasing the number of components of a solvent 
mixture from two to three. It would be, of course, impossible to predict whether or 
not the mutual action of three solvents upon each other would be the average action 
of the three possible pairs of components. No extensive study of this matter has, 
as yet, been made. We have measured the viscosity of ternary mixtures of water, 
methyl alcohol, ethyl alcohol, and acetone, and the conductivity of lithium nitrate 
in these mixtures. (Tables 76 to 82.) The materials, apparatus, and method of 
making the measurements were essentially the same as outlined in earlier articles. 
The following example will serve to indicate the method of designating the solvent 
mixtures: “Acetone (75 per cent methyl alcohol and water) " indicates a mixture of 
solvents made by adding stated amounts (per cent by volume) of acetone to a mixture 
of methyl alcohol and water which contains 75 per cent, by volume, of methyl alcohol. 

TABLE 76.—Conductivity of Lithum Nitrate in Acetone (25, 50, and 75 per cent Methyl Alcohol 

and Water). 
Acetone (25 per cent methyl alcohol and water). 


V At 0°, per cent acetone. At 25°, per cent acetone. 


— ——————— €— EE 
10 | 27.26 | 23.08 | 23.13 | 25.80 9.67 | 56.46 | 48.07 | 44.7 40.31 | 10.87 

50 | 29.41 | 24.50 | 26.60 | 33.10 | 14.07 | 61.51 51.65 | 51.89, 55.29 | 15.64 
100 | 30.11 | 26.07 | 27.37 | 35.50 | 18.1 63.53 | 55.43 | 53.88 | 59.78 | 19.5 
SOO SEO E EIE 38.22 | 23.8 60.128. ЗИ 64.80 | 25.3 
400 | 31.35 | 30.18 | 28.91 | 40.54 30.6 66.41 | 64.05 | 57.42 | 68.85 | 32.4 
800 | 31.62 | 31.85 | 29.27 | 42.03 | 43.4 66.94 | 66.03 | 58.21 | 71.78 | 45.5 
06600332 al sedeo quac 29.73 | 48.21 | 55.3 e 58.40 | 73.16 | 59.8 


| 
| 7 
| 0 p.ct. | 25 p.ct. | 50 p.ct. | 75 p.ct. | 100 p.ct. | 0 p.ct. | 25 p.ct. | 50 p.ct. | 75 p.ct. | 100 p.ct. 


10 | 21.86 | 22.54| 25.15 | 28.09| 9.67 | 44.58| 43.79 | 44.42| 42.77 | 10.87 
50 | 23.91 | 25.55 | 29.57| 37.62| 14.07 |4941 | 50.18 | 53.11! 58.37| 15.64 
100 | 24.79 | 26.57 | 31.08] 41.25 18.1 | 51.44] 52.32] 55.90 64.40| 19.5 
200 25.37 | 27.11 | 32.55| 44.28] 23.8 | 52.79! 53.67] 59.02| 69.82| 25.3 
400 | 25.47 | 28.70 | 34.14 | 47.31| 30.6 | 53.10 | 55.05 | 62.03| 74.561 324 
800 | 26.10 | 28.62 | 34.17 | 48.52] 43.4 | 54.32 | 56.50| 64.35  77.97| 45.5 
1,600 | 26.94 | 30.26 | 35.35 | 50.40 | 55.3 | 56.50! 57.95 | 64.41 | 80.10| 598 


Acetone (75 per cent methyl alcohol and water). 


. 10| 24.16 | 26.32| 29.56 | 31.55 | 9.67 |43.06| 44.63| 46.21| 43.16 | 10.87 
| 50 | 27.56 | 30.99 | 36.94) 44.86 | 14.07 | 49.58 | 53.99 | 58.560 63.32 | 15.64 
| 100|28.67, 32.99 | 38.90 | 50.16 | 18.1 | 51.96 | 56.06, 62.36| 71.28 | 195 
200 | 29.60 | 34.11 | 41.90 | 55.20| 23.8 | 53.80 59.20| 67.37| 79.26| 25.3 
400 | 29.82] 34.75 | 42.96 | 58.80 | 30.6 |54.63| 60.98| 69.32| 84.82 | 324 
800 | 30.62 | 35.30 | 44.31 | 61.75| 43.4 | 55.72 | 01.24| 71.51| 89.78 | 45.5 
1,600 | 31.45 | 36.71 | 45.45 | 64.84 | 55.3 | 58.06 | 63.88| 73.49 | 94.29 | 59.8 


1Carnegie Institution of Washington Pub. No, 80 (1907). ?Ahren's Sammlung, 12, No. 11 (1908). 
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TABLE 77.—Temperature Coefficients of Conductivity of Lithium Nitrate in Mixtures of Acetone, 
Methyl Alcohol, and Water. 


At 0°, per cent acetone. 
V 0 p. ct. |25 р. сё. 50 p. et.| 75 p. et. 100 p. ct. 
10 | 0.0428 | 0.0433 | 0.0374 | 0.0225 0.0049 
50 | 0.0437 | 0.0443 | 0.0380 | 0.0268 0.0045 
In acetone (25 per cent methyl alcohol d PER 0.0450 | 0.0387 Оаа н. 
and water)... 0... sees с. 400 | 0.0447 | 0.0449 | 0.0394 | 0.0279 | 0.0023 
| 800 | 0.0447 | 0.0437 | 0.0395 | 0.0283 | 0.0019 
| 1,600 | 0.0448 |........ | 0.0386 | 0.0277 | 0.0032 
| | | 

| 10 | 0.0416 | 0.0377 | 0.0314 | 0.0209 | 0.0049 
50 | 0.0427 | 0.0385 | 0.0318 | 0.0221 | 0.0045 
In acetone (50 per cent methyl alcohol Ji aR | ce a up A ОЕ 
RU NE goes bern | 400 | 0.0434 | 0.0367 | 0.0327 | 0.0230 | 0.0023 
800 | 0.0433 | 0.0390 | 0.0326 | 0.0243 | 0.0019 
| 1,600 | 0.0439 | 0.0366 | 0.0326 | 0.0236 | 0.0032 
| 10 0.0313 | 0.0278 | 0.0225 | 0.0151 | 0.0049 
| 50 0.0320 0.0288 | 0.0234 | 0.0165 | 0.0045 

|| | P | | 
In acetone (75 per cent methyl alcohol) pe | Wee | dee. Mer DENIS | ОЈ 
трче | 400 0.0333 | 0.0292 0.0245 | 0.0177 0.0023 
800 0.0328 | 0.0294 | 0.0246 | 0.0182 | 0.0019 
\ 1,600 0.0338 | 0.0296 | 0.0247 | 0.0181 0.0032 


3 : el 


TABLE 78.—Conductivity of Lithium Nitrate in Acetone (25, 50, and 75 per cent Ethyl Alcohol 
and Water). 


Acetone (25 per cent ethyl alcohol and water). 


At 0°, per cent acetone. At 25°, per cent acetone. 


| i F ji „эй Sas 3 
0 p.ct. | 25 p.ct. | 50 p.ct. | 75 p.ct. | 100 p.ct. | 0 p.ct. | 25 p.ct. | 50 p.ct. | 75 p.ct. | 100 p.ct. 


19.66 | 18.74 | 20.71 | 23.93 9.67 | 46.70 | 42.51 | 41.31) 39.75, 10.87 
21.03 | 20.44 | 23.64! 30.73 | 14.07 | 51.11 | 47.25 | 47.93 | 52.10 | 15.64 
ДЗ OOS DEOL 133-312 18:1 52.97 | 48.76 | 50.12 | 56.84 | 19. 
200 | 22.03 | 21.70, 25.46 | 35.20, 23.8 54.00 | 50.42 | 52.19 | 60.51! 25. 
22.20 | 22.15 | 25.78 | 36.74 | 30.6 54.60 | 51.76 | 


IAS 220L 2073S O O] 43. 28805539 5162 | 54.17 | 65.59 | 45 
24.54 | 22.88 | 26.69 | 40.74 | 55.3 58.59 | 52.96 | 54.78 70.11 | 59 
ry fol Acetone (50 per cent ethyl alcohol and water). 

| 12.53 | 15.98| 19.85 | 23.80| 9.67 | 31.82| 34.54 | 36.95 36.77 | 10.87 
13.57 | 17.89 | 28.62 | 32.49| 14.07 | 35.34, 39.43 | 4.64 | 51.27 | 15.64 
14.02 | 18.63 | 25.13) 35.90; 18.1 | 386.56] 41.23 | 47.69 58.06, 19.5 


600 Е DG. 0-01 | ЗОО ВВ 91.71 | 63.83 | 
145 ТЕЗИ rotos 49.50 | 483.4 38.96 | 44.15 |........ 68.75 | 4 
14.88 | 20.56 | 30.23 | 46.13 | 55.3 39.35 | 45.56 | 53.96 TE OF 2592 


| 

| 
14.42 | 19.21 | 26.13 | 38.84, 283.8 | 37.88 | 42.64 149.88 | 62.36 | 25. 

| 

| 


Acetone (75 per cent ethyl alcohol and water). 


12.01 | 15.84} 20.41, 23.29 | 9.67 | 25.56 | 29.606 | 33.32, 32.59, 10.87 

: | .84 | 35.29, 14.07 | 29.91, 36.32 44.69 50.39! 15.64 
14.48 | 20.21 | 29.06 | 40.41) 18.1 | 31.64 38.85 | 48.68 | 58.35. 19. 
5.14 | 20.92) 31.76 | 44.80, 23.8 | 33.12) 40.44, 53.90] 65.72, 25 

: | - 48.43 | 30.6 | 33.90 | И d | тА t 

: 22.52 | 35.55 | 51.38 | 48.4 | 34.88; 41.9 .82 | 76.39 | 45. 
16 10 99.56 | 35.20 | 54.01) 55.3 | 35.85 | 43.97 | 00.51 81.28 | 59. 
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TABLE 79.— Temperature Coefficients of Conductivity of Lithium Nitrate in Mixtures of Acetone, 
Ethyl Alcohol, and Water. 


At 0°, per cent acetone. 
| V PME € = 
| 0 p.ct. | 25 p.ct. | 50 p.ct.| 75 p.ct. 
10 | 0.0550 | 0.0507 | 0.0398 | 0.0265 
50 | 0.0572 | 0.0524 | 0.0411 | 0.0291 
I o5 per cent ethvlaleohol || 100 | 0.0574 | 0.0526 | 0.0414 | 0.0282 
n acetone (25 per cent ethylaleohol ^» 909 | 0.0581 | 0.0530 | 0.0420 | 0.0287 
and water) coe Las ros eere 400 | 0.0584 | 0.0535 | 0.0421 | 0.0288 | 
800 | 0.0585 | 0.0537 | 0.0422 | 0.0290 
| 1,600 | 0.0555 | 0.0528 | 0.0421 | 0.0288 
| 10 | 0.0614 | 0.0464 | 0.0341 | 0.0218 
| 50 | 0.0642 | 0.0482 | 0.0356 | 0.0231 
: 100 | 0.0643 | 0.0485 | 0.0359 | 0.0247 
In peer. (50 per cent ethyl alcohol || 200 | 0.0650 | 0.0488 | 0.0364 | 0.0242 
о о зул лс ла 4001/00649 |. ШЕ 0.0367 | 0.0244 
800 | 0.0647 | 0.0491 |........ 0.0231 
1,600 | 0.0658 | 0.0486 | 0.0313 | 0.0222 
| | 
| 10 | 0.0451 | 0.0349 | 0.0253 | 0.0160 
50 | 0.0467 | 0.0365 | 0.0267 | 0.0171 
x j 100 | 0.0474 | 0.0369 | 0.0270 | 0.0177 
In un S per cent ethyl alcohol ) 200 | 0.0475 | 0 0373 | 0.0378 | 0.0187 
Me EQ UPS CE o es 400 | 0.0480 | 0.0377 | 0.0278 | 0.0192 
800 | 0.0485 | 0.0380 | 0.0283 | 0.0194 
| 1,600 | 0.0491 | 0.0379 | 0.0288 | 0.0202 


TABLE 80.—Conductivity of Lithium Nitrate in Methyl Alcohol (25, 50, and 75 per cent Ethyl 
Alcohol and Water). 


Methyl alcohol (25 per cent ethyl alcohol and water). 


At 0°, per cent methyl alcohol. 


At 25°, per cent methyl alcohol. 


0 p.ct. | 25 p.ct. | 50 p.ct. | 75 p.ct. | 100 p.ct. | 0 p.ct. | 25 p.ct. | 50 p.ct. | 75 p.ct. | 100 p.ct. 
10 | 19.66 | 17.76 | 19.50 | 24.35 | 37.62 | 46.70! 40.13 | 39.04] 41.67 51.3 
50 121.031- 19.117 21.651. 2818] 48.31 Wold 413), 44.051 54865 67.2 
100 | 21.51 | 19.89 | 22.46 | 29.68 | 52.0 52.37 | 45.97 | 45.81 | 51.49| 72.6 
200 | 22503") 20.19 | 22.761 31,76 | 55.1 54.00 | 46.48 | 46.53 53.73 76.8 
400:]-22:20.| 20.57 |. 23.08.) 31.32) 56.8 54.60 | 47.86 | 47.35 | 53.94 80.0 
800 | 22.48 | 20.63 | 23.39 | 32.19 | 59.6 55.39 | 48.10 | 47.96 | 56.14 83.7 
1,600 | 24.54 | 21.09 | 23.34 | 32.73| 61.9 | 58.50 49.72 | 47.02 | 57.59 86.7 
Methyl alcohol (50 per cent ethyl alcohol and water). 

ТОТ 29319-35) 19 19| 2518) 37262 SL 33524 ЗСЗ ia Alerts 51.3 
50 | 18.57 | 16.96 | 21.95 | 30.04 | 48.31 | 35.34 | 37.35 | 41.91 | 49.48 67.2 
LOO IOAN OL ADS 991-6971 520 36.56 | 39.10 | 43.87 | 52.36 72.6 
200 | 14.42 | 18.02 | 23.75 | 32.97 | 55.1 37.88 | 40.08 | 45.72 | 54.91 76.8 
400 | 14.60 | 18.41 | 24.61 | 34.18 | 56.8 | 38.31 | 41.57 | 47.44 | 57.06 80.0 
800 | 14.88 | 18.60 | 24.98 | 34.57 | 59.6 38.96 | 41.63 | 48.06 | 57.67 88.7 
1,600 | 14.88 | 19.50 | 25.15 | 35.48 | 61.9 39.35 | 43.82 | 48.53 | 59.61 86.7 
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TABLE 80— Continued. 


Methyl aleohol (75 per cent ethyl alcohol and water). 
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| At 0°, per cent methyl alcohol. At 25°, per cent methyl alcohol. 
| |- Li EM Ы 
| Ор. ct. 25р. ct. | 50 p. сё. | 75 p. ct. | 100 p. ct. Ор. ct. 25р. ct. |50 p. сё. | 75 p. et. | 100 p. ct. 
i | | ey 
| 10, 12.01 | 15.46 | 20.00 | 26.46 | 37.62 | 25.56 | 29.28 | 34.09 | 40.91 SIMON 
50 | 13.80 | 17.96 | 23.82 | 32.38 | 48.31 | 29.91 | 34.77 | 41.20 | 50.50 67.2 
100 | 14.48 | 19.03 | 25.22 | 34.69 | 52.0 31.64 | 36.93 43.89 | 54.35 72.6 
200.| 15.14 | 19:72) 26.11 | 36.17 | 55.1 833.12 | 38.41 | 45.52! 56.89 76.8 
400 | 15.41 | 20.32 | 26.77 | 37.46 | 56.8 | 33.90 | 39.81} 46.82 | 59.08 80.0 
T5170 18820255 | 27.15 | 88.51 | 59.6 34.88 | 40.52 | 47.51, 60.86 83.7 
1,600 | 16.10 | 20.82 | 27.54, 39.55 61.9 | 35.85 | 41.34 48.39 | 62.84 86.7 


"TABLE 81.—Temperature Coefficients of Conductivity of Lithium Nitrate in Mixtures of Methyl 
Alcohol, Ethyl Alcohol, and Water. 


In methyl alcohol (25 per cent ethyl | 
alcohol and water). 
Я € Eb, ais 
y Per cent, methyl alcohol. 
0 p.ct. | 25 p.ct. | 50 p.ct. | 75 p.ct. | 100 p.ct. | 0 p.ct. | 25 p.ct. 
10 0.0550 | 0.0504 | 0.0400 | 0.0284 | 0.0145 | 0.0614 0.0466 
50 0.0572 | 0.0524 | 0.0414 | 0.0295 | 0.0157 | 0.0642 0.0481 
100 0.0574 | 0.0524 | 0.0415 | 0.0294 | 0.0155 | 0.0643 0.0488 
200 (0.0581 | 0.0521 | 0.0417 | 0.0276 | 0.0147 | 0.0650 0.0492 
400 (0.0584 | 0.0530 | 0.0420 | 0.0289 | 0.0172 | 0.0649) 0.0503 
800 (0.0585 | 0.0532 | 0.0420 | 0.0298 | 0.0162 | 0.0647 0.0495 
1,600 (0.0555 | 0.0542 | 0.0422 | 0.0301 | 0.0160 | 0.0658, 0.0499 


TABLE 82.—Viscosity and Fluidity of Mixtures of Acetone, Methyl Alcohol, and Water. 


Acetone (25 per cent methyl 
aleohol and water) | 


Acetone (50 per cent methyl 
alcohol and water) 


Acetone (75 per cent methyl 
alcohol and water) 


A. 


Per cent 0° 
acetone.| ^? 


0.03286 | 0.01368 | 30. 
0.03386 | 0.01428 | 29. 
0.02597 | 0.01209 | 38. 
0.01310 | 0.00751 | 76. 
0.00429 | 0.00346 | 233. 


0.03586 | 0.01541 | 27. 
0.02850 | 0.01340 | 35. 
0.01926 | 0.01514 | 51. 
0.00984 | 0.00620 | 101. 
0.00429 | 0.00346 | 233. 


0.02461 | 0.01253 | 41. 
0.01824 | 0.00990 | 54. 
0.01203 | 0.00726 | 83. 
0.00705 | 0.00491 | 141. 
0.00429 | 0.00346 | 233. 


0.0353 


50 p.ct. 


0.0364 
0.0367 
0.0370 
0.0371 
0.0365 
0.0372 


n25° | Ф0° | 62 


53 | 70 
50 | 82 
86 | 133 
21 | 288 


81, 64 
09 | 74 
02:12:99 
63 | 161 
21 | 288 


64| 79 
81 | 101 
10 | 137 
76 | 203 
21 | 288 


44 73 


75 p.ct. 
0.0254 


0.0258 
0.0262 
0.0266 
0.0267 
0.0267 
0.0272 


5? Temperature 
coefficients. 
‚11 0.0561 
‚04 0.0549 
245 0.0460 
192 0.0303 
.95 0.0096 
.89 0.0531 
.65 0.0451 
.96 0.0371 
.40 0.0235 
.95 0.0096 
.84 0.0463 
.06 0.0338 
.79 0.0263 
.85 0.0175 
.95 0.0096 


In methyl alcohol (50 per cent ethyl 
alcohol and water). 


Per cent, methyl alcohol. 


| 100 p.ct. 


0.0145 
0.0157 
0.0155 
0.0147 
0.0172 
0.0162 
0.0160 


From the results thus far obtained, it would seem that the viscosity and conduc- 
tivity values in ternary mixtures are about what might be expected from the beha- 
A series of experiments with a salt, 
such as potassium iodide, which shows no abnormality in any of the single solvents, 
would make possible a more exact comparison of experimental with calculated values. 


vior of solutions in binary solvent mixtures. 
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TABLE 83.—Viscosity and Fluidity of Mixtures of Acetone, Ethyl Alcohol, and Water. 


Per cent o o o o | Temperature 
acetone], 19 п 25 Ф0 Ф 25° | coefficients. 


0 | 0.05111 | 0.01745 19.57 57.30 0.0770 
25 | 0.04329 | 0.01644 | 23.10 | 60. \ 
CERDO ded ethyl | 0.02856 | 0.01288 | 35.02 | 67.63 | 0.0487 

ODER nci 75 | 0.01356 | 0.00770 | 73.74 | 129.88 0.0305 
100 0.00429 | 0.00346 288.95 0.0096 


0 0.06949 | 0.02298 | 14.39 43.51 0.0643 
| 25 0.04152 | 0.01693 | 24.09 | 79.05 `0580 
б E ethyl 50 | 0.02284 | 0.01123 | 43.78 | 89.05 | 0.0414 

а сопло аро WALEED а. tassios 75 | 0.01047 | 0.00648 | 95.54 | 154.41 0.0246 
100 | 0.00429 | 0.00346 | 233.21 | 288.95 0.0096 


0 0.04826 | 0.01983 | 20.72 50.41 0.0578 
| 25 | 0.02807 | 0.01341 | 35.63 | 74.56 | 0.0437 
Acetone (75 per cent ethyl || қо | 0.01529 | 0.00853 | 65.41 | 17.21) — 0.0817 

EMT wate QR I Mono o ee 75 | 0.00935 | 0.00637 | 106.93 | 156.87 | 0.0177 
100 | 0.00429 | 0.00346 | 233.21 | 288.95 0.0096 


[^u 
Ф 
bo 
e 
ow 
bo 
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TABLE 84.—Viscosity and Fluidity of Mixtures of Methyl Alcohol, Ethyl Alcohol, and Water. 


o | o o | Temperature 
in Ф 25 | coefficients. 
0 | 0.05111 | 0.01745 19.57 97.30 0.0770 
Methyl alcohol (25 per cent 25 0.04851 | 0.01862 20.61 | 53.70 | 0.0642 
ЕКО отек 4 50 0.03804 | 0.01702 | 26.29 | 58.76 | 0.0493 
y Abt) 75 | 0.02198 | 0.01160 | 45.49 | 86.24 | 0.0858 
| 100 | 0.00857 | 0.00583 | 116.71 | 171.60 | 0.0176 


0 | пови осе 14.39 | 43.51 0.0643 
0.04919 0.01994 | 20.33 | 50.141 0:0587 

B lH ори 50 0.03086 | 0.01481 | 32.41 | 67.62 0.0483 
y nd water)... 75 | 0.01928 | 0.01083 | 51.88 | 92.34| 0.0311 

100 0.00857 0.00583 | 116.71 | 171.60 | — 0.0176 


0 0.04826 0.01983 | 20.72) 50.41 | 0.0573 
Methyl alcohol q5 per cent || 25 | 0-0248 000 а тю) DOM 
hS alcohol and water)... TS 110101477] 0.00880 аст 701) 113-621 0D 0 

| 100 0.00857 | 0.00583 | 116.71 | 171.60 | 0.0176 


| | 
| Per cent | 0° 
| | "n 


9R 
| acetone. | y 


or 
© 


In 1902 Jones! showed that certain salts have abnormally high molecular weights 
in acetone solutions, although the same solutions conduct the electric current to a 
considerable extent. He pointed out the fact that this is not inconsistent with 
Arrhenius's theory of electrolytic dissociation, since it is quite conceivable that asso- 
ciation and dissociation may occur in the same solution. It may be remarked that 
this is known to be the case, for instance, with many homogeneous liquids, such as 
water. 'The salts examined by Jones and found to have molecular weights above 
the normal, were cadmium iodide and ammonium sulphocyanate, both of which 
Dutoit and Friderich? had previously described as having normal molecular weights 
in acetone. If the above-noted abnormal conductivities are to be explained by 
assuming association of the electrolyte, it should be possible, by attaining sufficiently 


1Amer. Chem. Journ., 27, 16 (1902). ?Bull. Soc. Chim. [3], 19, 334 (1898). 
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great dilution, to break down these associated molecules into single molecules, and 
subsequently into ions; in which case the molecular conductivity might reach a 
value in accord with the rule that has been established in practically all other cases 
that have been tested, namely, that molecular conductivity is inversely proportional 
to viscosity. The curves representing molecular conductivity and fluidity, respec- 
tively, would then assume similar forms, minima in the one corresponding to minima 
in the other, etc. 

An effort has been made to determine the conductivities of the solutions in ques- 
tion at high dilutions, approaching the region of complete dissociation. We can see 
no reason why there should be any constant relation between molecular conductivities 
and viscosity in different solvents until this point is reached, bearing in mind the 
widely differing degrees of dissociation existing in solutions of the same concentra- 
tion in different solvents. In very dilute solutions the difference between the vis- 
cosity of the solution and that of the solvent is generally much less than the experi- 
mental error, hence we have directly compared our values for the conductivity of 
the solution with those for the viscosity of the solvent. 

The questions for which we have sought the answer are, then, the following: 

1. Will those salts that have, at ordinary concentrations, abnormally low values 
for molecular conductivity possess, when completely dissociated, values which are 
inversely proportional to the coefficients of viscosity? 

2. If so, is the product of molecular conductivity and viscosity constant for mixed 
solvents and at different temperatures? 

3. Is the value of the constant the same for different electrolytes? 

4. Are the abnormal conductivities in acetone and mixtures of acetone with other 
solvents due to association of the salt? 


EXPERIMENTAL. 


'The determination of conductivity in very dilute solutions is attended with con- 
siderable difficulty. Dutroit and Levier,! and Dutoit,? commenting upon the lack 
of agreement between conductivity values in acetone as obtained by different inves- 
tigators, attributed the differences chiefly to the use of platinized electrodes, to the 
action of light, and to the use of impure solvents. Cohen? had already noticed that 
electrodes which are coated with platinum black cause changes in the solutions, 
resulting in fictitious conductivity values; and he supposed this to be due to cata- 
lytic action of the platinum black. Dutoit and Levier showed that such electrodes 
gave rise to errors, through adsorption of the dissolved substance; they also observed 
that the action of light upon acetone solutions causes a decrease in the conductivity, 
this change being reversed if the solution is subsequently placed in the dark. 

In working with very dilute solutions, it becomes necessary either to make compar- 
atively large amounts of each solution by direct weighing of the electrolyte, or to 
obtain the highly dilute solution by successive additions of solvent to the more con- 
centrated solutions. The first method becomes impracticable when using solvents 
which are relatively difficult to prepare in the pure state. Тһе second method intro- 
duces the error due to the large number of volume measurements which are neces- 


1Journ, Chim. Phys., 3,435 (1905). ?Zeit. Elektrochem., 12, 642 (1906). Loc. cit. 
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sarily made. We have, however, followed the latter method, making each solution 
from the one next higher in concentration. 


APPARATUS. 


In making conductivity measurements Kohlrausch's method was used, the Wheat- 
stone bridge, induction coil, resistance coils, and telephone being made by Leeds and 
Company, of Philadelphia. The resistance coils were found to be accurate to within 
0.04 per cent. For high resistances, two sets of coils were placed in series, giving 
a total available resistance of 42,000 ohms. The bridge wire was calibrated by the 
method of Strouhal and Barus." For compensating the electrostatic capacity of 
the conductivity cells when measuring high resistances, a condenser was used, con- 
sisting of two brass plates, sliding over each other and separated by a thin sheet of 
paraffined paper. The conductivity cells were those described by Jones and Bing- 
ham, and the resistance capacity was determined by the use of 0.02 normal and 
0.002 normal potassium chloride solutions, 129.7, the value given by Ostwald,? 
being taken as the molecular conductivity of the 0.02 normal solution. The elec- 
trodes were platinized before using, by electrolysis of a dilute solution of platinum 
chloride in the cell, after which they were heated in the flame of a blast-lamp until 
whitened. After using a given solution the cell was thoroughly washed out and 
allowed to stand filled with distilled water for at least a day; it was then dried by 
means of alcohol. We satisfied ourselves, by repeated tests, that this method of 
drying did not produce acid on the electrodes. Measurements were made at 0° 
and 25°. The thermometers were graduated in 0.2° intervals, and were compared 
with a thermometer that was certified by the Reichsanstalt. | 

Viscosity measurements were made by means of а modified form of the Ostwald 
viscosimeter.4 The modification has been described by Jones and Veazey.’ Vis- 
cosity was calculated from the formula 


eos 
T] = 10 Sy T 
in which 7 is the viscosity coefficient for the fluid in question, yo is the viscosity: 
coefficient for water at the temperature at which the experiment is being carried out, 
S is the specific gravity of the solvent or solution, T' is the time of flow of the solvent 
or solution, So is the specific gravity of water at the given temperature, and To is 
the time of flow for water. Fluidity was calculated from the formula 


Fluidity = Ф = L 
7 
The viscosity coefficients for water which were used in the calculations are those 
taken from the researches of Thorpe and Rodger.5 Specific gravities were deter- 
mined by the use of the picnometer described by Jones and Veazey. The visco- 
simeters and picnometers were made for us by Eimer and Amend of New York. 


Wied. oy 10, 326 (1880). 3Lehrbuch, 2 Aufl., S. 732. 5Zeit. phys. Chem., 61, 641 (1908 
Amer. Chem. Journ., 34, 493 (1905). ‘Physiko-Chemische Messungen, 2 Aufl., S. 259. «РЫІ, na, 185 (A), "307 (1909). 
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Burettes and graduated flasks were calibrated by direct weighing of distilled water, 
on the basis of the true liter, and corrected to use at 20°. Pipettes were not used 
in any part of the work. 

SOLVENTS. 


Water was purified by the method of Jones and Mackay, ordinary distilled water 
being twice redistilled from chromic acid and once from barium hydroxide. The 
stills and bottles were protected from the entrance of carbon dioxide by a tube of soda- 
lime. The average specific conductivity of the purified water was 1.21076 at 0°. 

Methyl alcohol was prepared by boiling over lime and subsequent distillation 
into a bottle containing fresh lime, where it was allowed to stand for several weeks. 
It was redistilled immediately before using, and its average specific conductivity 
was 1X 10^ * at 0°. 

Ethyl aleohol was prepared in the same manner as methyl aleohol. The average 
specific conductivity at 0? was 5x 1077. 

Acetone was allowed to stand for a month or more over fused calcium chloride, 
and was distilled immediately before using. Our experience with acetone was quite 
different from that of Dutoit,? in that we found that either acetone or solutions in 
acetone increased in conductivity very decidedly when exposed to sunlight or even 
fairly bright diffused light. After distillation, therefore, the acetone was kept in the 
dark except when being used. 1% is believed that any error due to impurities in the 
acetone has been small in most cases, since acetone was obtained having a specific 
conductivity as low as 0.57 «107° reciprocal Siemens units аф 0°, and 0.75 X 1077 
at 25?. Dutoit and Levier stated that Benz? obtained acetone having a specific 
conductivity of 0.231077 reciprocal Siemens units at 18°, this being the lowest 
of which we have found any record. 


SOLUTIONS. 


In all eases conductivity measurements were made with solutions from solvents 
which were distilled on the same or the preceding day. Solvents and solutions 
were kept in bottles of Jena glass. In mixing solvents and in making solutions, they 
were placed in a 20? bath for some time before diluting to the mark on the flask. 
In designating mixed solvents percentage by volume is understood. 

An examination of the published viscosity data for mixed solvents will show that 
there are slight differences between the values given by different investigators, 
although those given by any one person are generally consistent among themselves. 
It is probable that such discrepancies are caused chiefly by differences in the amount 
and kind of unavoidable impurities in the solvents. For this reason we have deter- 
mined the viscosity of all of our solvents, and the data given in table 85 are those 
which have been obtained in this investigation. Figures 44 and 45 are drawn from 
these data. 

In table 85 the symbols have the following significance: 7 0? is the coefficient of 
viscosity at 0°, n 25? that at 25°, Ф 0? the fluidity at 0°, and Ф 25° that at 25°. The 
temperature coefficient of fluidity is the change in fluidity per degree, divided by 
the fluidity at 0°. 


1Zeit. phys. Chem., 22, 237 (1897). 2Loc. cit. 3Dissertation, Lausanne, 1905. 
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300 I With methyl alcohol 
II With ethyl alcohol 
I With methyl alcoho! 280 III With water 
II With ethyl alcohol 
III With water 260 


Fluidity 


25 50 15 100 25 50 15 100 
Per cent. of Acetone Per cent. of Acetone 
Fic. 44.—Fluidity of acetone mixtures at 0°. Fra. 45.— Fluidity of acetone mixtures at 25°. 


VISCOSITY AND FLUIDITY OF ACETONE MIXTURES. 


Molecular conductivities are indicated in the conductivity tables, and V is the 
number of liters of solution containing a gram-molecule of the electrolyte. The 
temperature coefficient of conductivity is the change in molecular conductivity per 
degree, divided by the molecular conductivity at 0°. 

The first compound that we studied in this connection was lithium nitrate, and 
the sample used was Kahlbaum's preparation, which, after testing, was dried to 
constant weight at 150°. 


TABLE 85.—Viscosity and Fluidity of Acetone Mixtures at 0° and 25°. 
= 


| Per cent o oxo o o |Temperature 
| acetone. 70 125 $0 $25 coefficients. 


| 0 0.00857 | 0.00583 | 116.71 | 171.60 
| 25 0.00734 | 0.00517 | 136.22 | 193.24 0.0167 
With methyl alcohol......... | 50 0.00596 | 0.00433 | 167.76 | 231.01 0.0151 
79 | 0.00471 | 0.00370 | 212.12 | 270.12 | 0.0109 
100 0.00429 | 0.00346 | 233.21 | 288.95 | 0.0096 


0.0176 


| 0 0.02103 0.01180 | 47.56 | 84.74 | 0.0313 
| 25 0.01131 | 0.00726 | 88.43 | 137.77 | 0.0223 
With ethyl alcohol..........4| 50 0.00725 | 0.00506 | 137.92 | 197.48 | 0.0173 


0.0096 


| | 75. | 0.00522 | 0.00398 | 191.54 | 251.29 | 0.0125 

| 100 0.00429 | 0.00346 | 233.21 288.95 0.0096 
| | | 

0 |0.01778 | 0.00891 |. 56.24 | 112.30 0.0399 

25 | 0.02908 | 0.01250 | 34.38 | 79.89 | 0.0529 

үүнү еы t ee 1 50 | 0.03005 | 0.01305 | 33.28 | 76.631 0.0521 

75 | 0.01659 | 0.00885 | 60.29 | 112.97 | 0.0349 

| 


100 0.00429 | 0.00346 | 233.21 | 288.95 
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Molecular Conductivity 


25 50 75 100 
Per cent.of Acetone 


Fie. 46.—Conductivity of lithium nitrate in mix- 
tures of acetone and methyl alcohol at 0°. 


Molecular Conductivity 


Per cent. of Acetone 


Ето. 48.—Conductivity of lithium nitrate in mixtures 
of acetone and ethyl alcohol at 0°. 


Molecular Conductivity 


25 50 75 100 


Per cent. of Acetone 


Fic. 50.—Conductivity of lithium nitrate in mix- 
tures of acetone and water at 0°. 
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Molecular Conductivity 
& 


25 50 15 100 


Per cent. of Acetone 


Fic. 47.—Conductivity of lithium nitrate in mix- 
tures of acetone and methyl alcohol at 25°. 
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25 50 15 100 
Per cent. of Acetone 


Fra. 49.—Conductivity of lithium nitrate in mix- 
tures of acetone and ethyl alcohol at 25°. 


Molecular Conductivity 


15 100 


Per cent. of Acetone 


Fra. 51.—Conductivity of lithium nitrate in 
mixtures of acetone and water at 25°. 


25 50 
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The conductivity of lithium nitrate in mixtures of acetone with methyl alcohol, 
ethyl alcohol, and water, respectively, was determined by Jones and Bingham, 
using solutions whose concentration varied from V —10 to V —1,600. The results 
are as already indicated, namely, that the form of the curves representing molecular 
conductivity for different percentages of acetone was different from that of the 
fluidity curves, in that conductivities in acetone were decidedly less than normal, 
and that no known dilution law would apply to the more concentrated solutions. 
We have used the same solvents and mixtures of solvents, and have measured the 
conductivities at dilutions as high as was possible with any fair degree of accuracy, 
considering the conductivity of the solvent. "The results are shown in tables 86 to 89 
and in figs. 46 to 51, inclusive. In the figures, the curves for V —10 and V = 1,600 
are drawn from the data of Jones and Bingham, and are given here in order to show 
the abnormality produced by acetone as a solvent, and the striking change in the 
conductivity as the dilution increases. 


TABLE 86.—Conductivity of Lithium Nitrate in Mixtures of Acetone and Methyl Alcohol. 


At 0°, per cent acetone. | At 25°, per cent acetone. 


y те "р 1 | | а 
0 p.et. | 25 p.ct. | 50 p.ct. | 75 p.ct. 100 p.ct. 0 p.ct. | 25 p.ct. 50 p.ct. | 75 p.ct. |100 p.ct. 

2,500 | 68.4 | 69.6 87.0 96.8 61.0 88.6 | 97.2 | 122.7 | 124.5 65.9 
5,000 | 66.1) 71.8 91.5 101.5 76.91 9225 | LOO 1SS) HIN 85.7 

| 10,000) 68.1| 78.8 | 99.4 103.5 94.1 | 94.3 | 107.9| 144.0| 133.7 | 105.1 
| 30,000, 81.6 | 84.3 103.0 ТОО 118.2) 121.5 1 138:0 LAOS 
BO 0008 ORO ТЕ ROS е е 129-6 TASS Ose Ae ЕЕ ЕЕЕ 153.6 
000000 cre bees 146.537 en pedem 171.8 


Taste 87.—Conductivity of Lithium Nitrate in Mixtures of Acetone and Ethyl Alcohol. 


= At 0°, per cent acetone. At 25°, per cent acetone. 
Aes | 5 | ТИМ | 8 ер 
0 p.ct. 25 p.ct. | 50 p.ct. | 75 p.ct. 100 p.ct.| 0 p.ct. | 25 p.ct. | 50 p.ct. | 75 p.ct. | 100 p.ct. 
2,500 | 22.2 | 35.9 DOO eee ОТОТ БОБИ 40 97.3 65.9 
5,000 | 22.7- | 


At 0°, per cent acetone. At 25°, per cent acetone. 


0 p.ct. |25 p.et. | 50 p.ct. |75 p.ct. 100 p.ct.|0 p.ct. | 25 p.ct. | 50 p.ct. | 75 Dot 100 p.et. 


| 2,500| 56.0| 34.1 | 29.9 | 37.2 | 61.0|104.6| 73.4 | 61.6 | 66.7 | 

| .5000| 58.4| 34.2 | 31.4 | 37.6 76.9|108.3| 74.7 | 64.4 69.3 | 

33.5 | 31.8 | 38.7 | 94.1]|108.7 | 76.3 | 64.8 | 69.6 | 
putes E E 


| 10,000 | 58.5 | 
150,000 ur: ee qe 120 SHE Г а ИИА E 
| 100,000 |....... BOUE Jouet edm HE | 146.5 КДИ И E CIL XL. 


Loc. cit. 


WORK OF E. G. MAHIN. 123 


TABLE 89.— Temperature Coefficients of Conductivity of Lithium Nitrate. 


Per cent acetone. 


2,500 | 0.0159 | 0.0159 | 0.0164 | 0.0115 | 0.0082 

9000 | 9.0159 0.0157 0.0179 | 0.0116 | 0.0040 

| ; 10147 | 0.0182 | 0.0117 | 0.0047 

In acetone and methyl alcohol. 30000] 00155 | 0:0176 | 0.0186 | 00114... 
50000 0019| O06 Tl E 0:0073 

PTT, AI ICON cian talc ido еб eke 0.0070 


: А 
V Ор. ct. | 25 p. et. | 50 p. ct. | 75 p. ct. | 100 F 
| 
In acetone and ethyl alcohol... 30000 | 0.0283 | 7 o 00 | 


2,500 | 0.0335 | 0.0461 | 0.0426 | 0.0317 | 0.0032 
In acetone and water.......... 5,000 | 0.0342 | 0.0473 | 0.0420 | 0.0337 | 0.0046 
10,000 | 0.0343 | 0.0511 | 0.0415 | 0.0319 | 0.0047 


In the solutions in pure water and in pure acetone it would seem that complete 
dissociation has been very nearly attained. In aqueous solution the value for џи, at 
18°, calculated from the law of Kohlrausch and by use of the constants for the ions 
of lithium nitrate as given by him,! is 95. The corresponding value, calculated 
from our highest conductivity at 0°, by use of the temperature coefficient, is 94. In 
the solutions other than in water and acetone, complete dissociation has not been 
reached, but we have approached it closely enough so that the properties of the 
completely dissociated solution may be predicted. The conductivity curves have 
assumed nearly the same form as the fluidity curves for the solvents. 

In order to test the applicability of Ostwald’s dilution law, the values of 

a? 
а (1— a)v 
from all available data. In table 90 the values for u, from V —10 to V —1,600, 
inclusive, are taken from the paper of Jones and Bingham. From this point the 
values are those which have been obtained in this investigation. 


have been calculated for the solutions of lithium nitrate in acetone 


Taste 90.—Tonization Constant for Lithium Nitrate in Acetone. 


At 0°. ES 25°. 

Van e БАЕ eer mas cu 
Kx10| V | Kx103 Kx10 | V | KxX103 
10| 0.541 | 1,600 | 0.168 10 | 0.670 | 1,000 | 0.130 
50| 0.235 | 2,500 | 0.120 50 | 0.195 | 2,500 | 0.096 
100| 0.198 | 5,000 | 0.117 100 | 0.156 | 5,000 | 0.098 
200| 0.186 | 10,000 | 0.116 200 | 0.134 | 10,000 | 0.096 
400| 0.165 | 50,000 | 0.145 400 | 0.115 | 50,000 | 0.147 


800 DAWES) Mine Reo Brine e Boe 800 Ооба oko ene fo. 


It will be seen that K becomes practically constant at V —200 for solutions at 
both 0? and 25°, which would indicate that the highest value for дь, that obtained 
at = 100,000, is not far from the maximum molecular conductivity. The fact 


1Sitzungsber. d. K. Preuss. Akad. d. Wiss. Math. Kl. 1904, 574 u. 582. 
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that K decreases rapidly at first may be explained on the general ground that 
Ostwald's dilution law is not applicable to solutions of strong electrolytes, or upon 
the assumption of polymerization of the electrolyte. It will appear later that there 
is reason for the latter view. 


TABLE 91.—7. и, for Lithium Nitrate in Mixed Solvents. 


EAE и 0° | 10° | m.uo | Hy 25^ | 9 25° | 7. Me 

0 83 | 0.0086 | 0.69 114 | 0.0058 | 0.65 

25 84 | 0.0073 | 0.61 122 | 0.0052 | 0.63 

In acetone and methyl alcohol. 50 103 | 0.0060 | 0.62 144 | 0.0043 | 0.62 
75 111 | 0.0047 | 0.52 143 | 0.0037 | 0.53 

100 146 | 0.0043 | 0.63 172 | 0.0035 | 0.60 

0 32 | 0.0210 | 0.67 60 |0.0118 | 0.71 

25 55 | 0.0113 | 0.62 93 | 0.0073 | 0.71 

In acetone and ethyl alcohol.. 50 100 | 0.0072 | 0.72 136 | 0.0051) 0.69 
75 100 | 0.0052 | 0.52 135 | 0.0040 | 0.54 

100 146 | 0.0043 | 0.63 172 | 0.0035 | 0.60 

0 58 | 0.0178 | 1.03 108 | 0.0089 | 0.96 

25 34 | 0.0291 | 0.99 76 | 0.0125 | 0.95 

In acetone and water......... 50 32 | 0.0300 | 0.96 65 | 0.0131 | 0.85 
75 39 | 0.0166 | 0.65 70 | 0.0088 | 0.62 

| 100 146 | 0.0043 | 0.68 172 | 0.0035 | 0.60 


In table 91 is given the calculated product of viscosity and molecular conductivity 
for all of the solutions. In these calculations we have used, in each case, the vis- 
cosity of the solvent, which is practically identical with that of the dilute solution, and 
have taken for и, the highest value which has been obtained in this work, 


150 D 


2 = 
c 


5 


Molecular Weight 
[ч م‎ 
ele 


0.2 0.4 0.6 0.8 10 N 
Concentration Normal 
Ета. 52.—Molecular weight of lithium nitrate in acetone, 


The product of viscosity and molecular conductivity is seen to be nearly a constant 
for mixtures of acetone with methyl alcohol and with ethyl alcohol. This constant 
is independent of temperature, and its value is nearly 0.70, the value found Ру 
Walden for tetraethylammonium iodide in a large number of organic solvents. For 
mixtures of acetone with water the product varies between about 1.00, the value 
fer water, and about 0.60, that for acetone. "The product for water is also shown to 


Molecular Conductivity 
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be the same as Walden's constant for aqueous solutions. It is probable that, if 
complete dissociation could have been obtained in acetone, the product for this 
solution would have been found to be nearly 0.70, and that the product for mixtures 
of acetone and water would conform to the rule of mixtures. We have no explan- 
ation to offer for the fact that water differs so strikingly from the organic solvents 
with respect to the numerical value of the product of maximum molecular conduc- 
tivity and viscosity. 
TABLE 92.—Molecular Weight of Lithium Nitrate in Acetone. 


: Concentration, | : Moleeular 
Acetone. LiNO;. normal | B. P. rise. weight. 

grama grams | e (E 

58.07 0.3625 0.09 | 0.130 83.1 
52.74 0.7076 0.19 | 0.233 99.3 
49.99 1.0640 0.30 | 0.326 112.6 
46.30 2.2033 0.48 | 0.451 127.1 
54.85 3.9229 1.05 | 0.805 154.7 


In order to test the assumption that the low conductivity shown by ordinary 
solutions of lithium nitrate in acetone is due to association of the salt, the molecular 
weight of lithium nitrate in acetone was determined by the boiling-point method. 
The apparatus used was that designed by Jones,’ the thermometer being the Beck- 
mann instrument, graduated to 0.01°. The boiling-point constant for acetone was 
taken as 17.25, which is that found in a redetermination by Jones. The usual cor- 
rections were made for changes in barometric pressure. The results are shown in 
table 92, and the molecular weights are plotted against concentrations in fig. 53. 


50 Fra. 53.—Conductivity of cad- > 50 cadmium iodide in mix- 
E mium iodide in mixtures of = N O HE A 
407 2 009 ку ne and methyl alcohol E 40 methyl alcohol at 25°, 
30 5 3 
Me 
203 E 20 
10 5 10 
о 
= 
25 50 15 100 25 50 75 
Per cent. of Acetone Per cent. of Acetone 


The normal molecular weight of lithium nitrate is 69.07. The fact that, even in 
the most dilute solution which could be used with accuracy (0.09 N.), the molecular 
weight is greater than this number, is significant. If it be remembered that a portion 
of the salt is also ionized, and that the molecular weight as obtained by the boiling- 
point method is the average weight of associated molecules, single molecules, and 
ions, existing simultaneously in the solution, it will readily be surmised that there 
must be a certain degree of association at much greater dilutions. This would 
explain the departure from the dilution law in those solutions in which the associa- 
tion has not entirely disappeared. 

It has already been stated that cadmium iodide was found by Jones to be asso- 
ciated when dissolved in acetone. We have studied the conductivity of cadmium 


1Amer. Chem Jour 581(1897); Zeit. phys. Chem., 31, 119 (1899). ?Tbid., 27, 16 (1902). 


Fia. 54.—Conductivity of 


Molecular Conductivity 


Molecular Conductivity 
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iodide in acetone and in binary mixtures containing acetone, in order to determine 
whether such solutions are analogous to those of lithium nitrate, as they should be if 
the proposed explanation of the peculiar behavior of the latter is correct. The 
results of the conductivity measurements are shown in tables 92 to 97 and in figs. 
53 to 58, inclusive. 


120 
Fic. 55.—Conduetivity of a : T 
Eor Pr ADI Fra. 56.—Conductivity of 
100 cadmium iodide in mix- 100 cadmium iodidein mix- 
tures of acetone and tures of acetone and 
ethyl alcohol at 0°. 90 ethyl alcohol at 25°. 
E 80 
: Aes 
$9 0 
Fo 
5 904 
E 
s 90 y Max: 
m - 
= 40 
30 
20 
10 у-1600 
у=10 
25 50 75 
Per cent. of Acetone Per cent. of Acetone 
280 M" s 
Fic. 58.—Conductivity of cad- 
2604 NA mium iodide in mixtures of 
" acetone and water at 25°. 


Fie. 57.—Conduetivity of cadmium iodide in 
mixtures of acetone and water at 0°. 


Molecular Conductivity 


25 50 15 
Per cent. of Acetone Per cent.of Acetone 


100 
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TABLE 93.—Conductivity of Cadmium Iodide in Mixtures of Acetone and Methyl Alcohol at 0° and 25°. 


Per cent acetone, at 25°. 


75 p.ct. 


15.13 
16.36 
16.47 
16.48 
16.89 
16.90 
17.00 


Per cent acetone, at 0?. 
y 
0 p.ct. | 25 p.ct. | 50 p.ct. 
10 | 10.31 | 12.39| 14.31 
50) 11.72 |} 13.94 | 15.63 
ТООС 1234 14,35 | 15.89 
200 | 13.01 | 14.44 | 15.83 
400 | 14.92 |. 15.56 | 16.62 
800 | 17.42 | 16.86 | 17.05 
1,600 | 20.83 | 18.77 | 17.37 
2,500 | 25.60 | 21.09 | 18.13 
5000 F33 12 | 27:05 2.2 
10,000 | 41.5 | 33.4 | 24.2 
30,000 | 46.8 48.0 33219. 
50,000 | 55.0 60.8 39.2 
100,000 | 62.7 ОЕА. 
ОО н 
UU EE HE Ит 


100 p.ct.. 


25 p.ct. | 50 p.ct. | 75 p.ct. 
14.08 | 15.11 | 14.68 
15.16 | 15.75 | 15.19 
15.46 | 16.10 | 14.96 
15.58 | 15.66 | 14.84 
16.59 | 16.18 | 15.18 
18.18 | 16.76 | 14.98 
20.76 | 17.32 | 14.98 
24.18 | 18.14 | 15.08 
929 FE OLR 19.1 
39.8 25.9 217 
56.6 33.1 27.6 
80.6 43.8 28.9 | 

10555097 A 


TABLE 94.—Temperature Coefficients of Conductivity of Cadmium Iodide in 
Mixtures of Acetone and Methyl Alcohol. 


400,000 


Per cent acetone. 
0 p. ct. 25 p. ct. 50 p. ct. 75 p. ct. 100 p. ct. 
0.0082 0.0051 +0 .0022 —0.0011 —0.0045 
0.0066 0.0038 +0.0003 —0.0030 —0.0063 
0.0063 0.0031 +0.0005 — 0.0036 — 0.0064 
0.0062 0.0081 - —0.0003 — 0.0039 — 0.0061 
0.0067 0.0026 — 0.0009 — 0.0040 — 0.0062 
0.0066 0.0031 — 0.0007 — 0.0045 — 0.0054 
0.0071 0.0064 — 0.0001 — 0.0047 — 0.0053 
0.0052 0.0059 0.0000 — 0.0049 — 0.0023 
0.0083 0.0078 4-0.0009 — 0.0030 — 0.0039 
0.0074 0.0077 +0.0028 —0.0009 +0.0021 
0.0063 0.0072 --0.0011 —0.0023 -F0.0046 
0.0006 0.0130 --0.0042 —0.0042 --0.0084 
0.0002 ROT ИЕ КОЕ ork А pend --0.0066 
EDMONTON АА E 5, Коре eer oc imme --0.0086 
Pet ott uel teret SC ic ad al сеен ат сотан IE +0.0072 


TABLE 95.—Conductivity of Cadmium Iodide in Mixtures of Acetone and Ethyl Alcohol at 0° and 25°. 


Per cent acetone, at 0°. Per cent acetone, at 25°. 
0 p.ct. | 25 p.ct. | 50 p.ct. | 75 p.ct. |100 p.ct. 0 p.ct. | 25 p.ct. | 50 p.ct. 75 p.ct. 
1.69 3.43 5.58 SIS MOON 2: 11 3.54 5.19 7.08 
1.62 8.87 5.51 NS 12 10201527 00. 3.40 4.91 6.58 
1.60 3.42 5.52 7.92 | 11.88 | 2.08 3.45 4.95 6.58 
1.67 3.49 5.63 0S 12:221 2216 3.61 4.97 6.65 
1.74 3.54 5.86 ВТО 12210 ie 2242 3.87 5.53 6.95 
1.93 4.11 6.38 8.57 | 12.63 | 2.97 4.78 6.27 6.48 
2.31 4.63 7.20 10.01 12.87 | 4.02 5.93 7.70 9.62 
2.28 5.42 9.41 10.52| 12.27 | 4.75 19S. IMO 10-64 
4.6 CD) 13.0 13.2 15.4 ai m LO Weal 5 
7.8 8.4 16.0 21.8 19-5 10152 14.8 21.5 26.0 
sod doll 26.5 DOR N AN... от 15.0 34.5 35.3 
psc ord ССО ЗЕ T. | 49.1 [-58,3. 100500 
MO ER oe aed Ye e cle 76.0 ООО EE dore eere e 96.0 
E roe sal. PRI ae I RERO OSM Olay Eier rs Ne GST Ure. [over ortus Я d 
MEE c боз у. desc Do ВИ M е ay otn 


128 WORK OF E. G. MAHIN. 


TABLE 96.—Temperature Coefficients of Conductivity of Cadmium Iodide in 
Mixtures of Acetone and Ethyl Alcohol. 


Per cent acetone. 
V 
0 p. ct 25р. сї. 50 p. ct 75 p. ct 100 p. ct. 
10 0.0099 0.0013 —0.0028 —0.0055 —0.0045 
50 0.0094 0.0004 —0.0044 —0.0070 —0.0063 
100 0.0107 0.0004 | —0.0041 — 0.0067 —0.0064 
200 | 0.0118 0.0014 — 0.0047 — 0.0066 — 0.0061 
400 0.0156 0.0037 | —0.0023 — 0.0059 — 0.0062 
800 0.0215 0.0065 | —0.0007 —0.0097 —0.0054 
1,600 0.0296 0.0112 +0.0028 —0.0016 — 0.0053 
2,500 0.0433 0.0157 4-0.0072 +0.0005 — 0.0023 
5,000 | 0.0413 0.0231 +0.0127 +0.0069 —0.0039 
10,000 | 0.0379 | 0.0282 +0.0138 +0.0077 +0.0021 
25:000 Келе ie tone ee |. 0.0262 +0.0120 2020050 ТЕ 
50,000 0.0800 0.0384 +0.0135 +0.0100 --0.0084 
ПОО ООО 0 1930 Sire Te ИЕ И ES +0.0105 4-0.0066 
OO QOIS Ew tech LH eae IE EN ЗСО НЕБО Л +0 .0086 
OOOO О Cp e E E +0.0072 
TABLE 97.—Conductivity of Cadmium Iodide in Mixtures in Acetone and Water at 0° and 25°. 
v Per cent acetone, at 0°. Per cent acetone, at 25°. 
|O p.et. | 25 p.et. 50 p.ct. 75 p.ct. | 100 p.ct.| 0 p.ct. | 25 p.ct. | 50 p.ct. | 75 p.ct. |100p.ct 
10. 25.95| 15.00 | 11.40 |—14.17 | 11.56 | 52.68 30.65 | 21.90 | 23.08) 10.29 
50 | 45.88 22.49 | 13.40 | 15.45 | 12.10 | 95.43| 49.94 27.12 24.83 | 10.15 
100 | 58.16 29.26 | 15.39 16.12 | 11.88 | 119.95 65.65 | 32.46 | 25.98 9.92 
200 | 70.6 | 38.13 | 19.00, 17.01 | 12.22 | 144.4 | 85.73 | 41.4 27.77 | 10.34 
400, 83.0, 47.6 24.4 | 18.2 12.11 | 167.8 | 105.6 54.5 30.14 | 10.23 
800 | 96.3, 56.4 33.0 20.6 12.03. | 191-6 | 124.5 | 73-1 34.81 | 10.88 
1,600 | 110% | 63.9 43.8 24.6 12.87 | 215.8 | 189.7 | 95.0 43.16 | 11.16 
2,500 | 116.1 | 66.2 49.3 27.8 12.27 | 225.4 | 145.6 | 105.8 49.7 11.64 
5,000 | 126.2 | 72.4 | 57.2 35.6 15.4 | 240.2 155.1 | 122.1 66.9 13.9 
10,000 | 140.6 | 80.8 63.8 48.3 19.5 | 261.2 170.6 | 135.2 91.0 | 20.5 
25:000 ISSA lee x oe er 67.2 OSS RS USS ke. ME 144.2 AST TT COME ъа 
BIRD Ne edis eS ep ore eee 71.0 SS cT Ire runi E OR д 134.0 45.4 
LOO O00 адлык Е. OA E КК те Morte andate ome 78.6 
200 ООО ee А А а ее у ISO еа E Кыра Ы ДА EE 118.0 
100 O00 i. ОИ Е ОН кл 100:0.0 и | rc Rd | 118.0 


Taste 98.—Temperature Coefficients of Conductivity of Cadmium Iodide in 
Mixtures of Acetone and Water. 


" | Per cent acetone. 
| | Е * e 9 
| Op. сі 25p.ct. | 50р. сф. | 75р. сё 100 р. сё 
10 | 0.0402 0.0417 | 0.0369 | 0.0251 — 0.0045 
50 0.0432 0.0488 | 0.0409 | 0.0243 — 0.0063 
100 | 0.0424 | 0.0484 | 0.0443 | 0.0238 —0.0064 
200 0.0418 | 0.0499 0.0471 | 0.0263 —0.0061 
400 | 0.0409 | 0.0487 0.0493 | 0.0261 | —0.0062 
800 | 0.0398 | 0.0412 0.0486 | 0.0275 — 0.0054 
1,600 | 0.0385 | 0.0474 | 0.0477 | 0.0302 — 0.0053 
2,500 | 0.0376 0.0479 0.0458 | 0.0815 — 0.0023 
5,000 0.0361 | 0.0456 | 0.0454 | 0.0352 | —0.0039 
10,000 | 0.0348 0.0444 | 0.0447 | 0.0353 | +0.0021 
25:000 259055070319 f ЗЕТ 0.04589" |^ 0:0355 И 
BO OOO reed et aai eorr OD c d | 0.0857 +0.0084 
100 000 T ез ыа ree оо os ag Taper mer os +0.0066 
200, |e Reece: ke licer des а RADE pie Sabe scs +0.0086 
OOOO A es PM CE Ip coe --0.0072 
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The conductivity of cadmium iodide in water has been studied by Lenz,! Grotrian,? 
Wershovenj? Zelinski and Krapiwin,’ Fox, and Jones and Lindsay. Hittorf? 
determined the apparent transport numbers of the anion in solutions of different con- 
centrations, and concluded that in the more concentrated solutions double mole- 


cules exist, which dissociate to Cd and Сат, Lenz also believed that the more 

concentrated solutions contain complex anions. McBain, on the other hand, 

followed a different line of argument and decided that double molecules exist, but 
++ 


that they dissociate to form the ions Cd and 2CdI,. The conclusion was reached 
++ 


that at greater dilutions these ions are also broken down into the simpler ions Cd 


and 3I, resulting in a large increase in the molecular conductivity. 

Bein? also studied the transport numbers of the anion of cadmium iodide at 
different temperatures, and showed that there is no perceptible change between 
20? and 75°. 

From the work of Kümmel" it is evident that the apparent transport numbers of 
the halogens reach their minimum values in solutions of the cadmium halides which 
vary in concentration from 0.01 normal to 0.002 normal. Since ће abnormally large 
apparent transport number for the halogen is supposed to be due to the fact that 
cadmium migrates towards both electrodes, this accords with the idea held by 
Hittorf, Lenz, and McBain, that the complex anions break down with increasing 


dilution. 
TABLE 99.—onization Constant for Cadmium Iodide in Water. 


At 0°. At 25°. 

y = E 

Kal pt | 102 VT OKI У 
10 - | 0.338 800 | 0.120 | 10 | 0.425 800 
50 | 0.257 | 1,600 | 0.108 50 | 0.352 | 1,600 
100 | 0.223 | 2,500 | 0.089 | 100 | 0.324 | 2,500 
200 | 0.194 | 5,000 | 0.071 | 200 | 0.275 | 5,000 
400 | 0.190 | 10,000 | 0.092 | 400 | 0.228 | 10,000 


Herz and Lewy" carried out partition experiments with cadmium iodide in water 
and amyl alcohol, from the results of which they were led to conclude that complex 
ions are present in the aqueous solution. 

It is not believed that the highest values for molecular conductivity which have 
been obtained in the present work are, in any of the solutions except those in water, 
the ones corresponding to complete dissociation. McBain attributed to Zelinsky and 
Krapiwin the most accurate work on the conductivity of aqueous solutions of cad- 
mium iodide, and he regarded 278, a value calculated from their results obtained at 
18°, as the correct value for the maximum molecular conductivity at 25°. This 
corresponds with the results of our measurements, which gave 279 at 25°. It is 
evident, from an inspection of the values of K calculated from Ostwald’s dilution 
law, that this is very close to the maximum molecular conductivity. The regular 
decrease in the value of K until the dilution reaches about 0.001 normal may be 


30, 64 (1882 Hs A1, 458 (1902). Wied. Ann., 46, 29 (1892). 
Mid: ae C YT По 2 r. Chem. PADS ,28, 329 (1902). 107bid., 64, 655 (1898). 
3Zeit. phys. Chem., 5, 481 (1890). "Pope. “Ann., 106, 513 (1859). UJahrescher. Schles. Ges. f. vaterland. 
). 8Zeit. Blektrochem., 11, 215 (1905). Kulter, 1606, Naturw. Sekt., 1-9. 


4Ibid, 21, 35 (1896 
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attributed to the non-applicability of the dilution law of Ostwald to solutions of 
cadmium iodide; or may be explained by the assumption of molecular association 
and simple ionization, or of association accompanied by the formation of complex 
ions, the latter being the most probable cause. 

The result of the work upon the molecular conductivity of cadmium iodide in 
acetone shows a close analogy to the case of lithium nitrate. "There is almost no 
change in molecular conductivity with dilution, until a concentration of 0.0002 
normal is reached. From this point the increase is quite rapid, but it has not been 
found possible to reach the maximum molecular conductivity, though this point 
has been, we believe, closely approached. The Ostwald constant, calculated for 
these solutions, shows a very rapid decrease until V — 5,000, where it is constant 
until V = 50,000. From this point it increases quite rapidly. The large initial 
value of K, with its subsequent decrease, is probably due to association of the salt. 
The later rise in the value of K is, no doubt, due to the fact that dissociation is not 
complete at V = 400,000, so that we have used too small a value for д in the cal- 
eulation of the dissociation at greater concentrations. 


TABLE 100.—Zonization Constant for Cadmium Iodide in Acetone. 


1,600 0.012 200,000 0.062 1,600 0.006 | 200,000 0.108 


It is thus evident that in acetone the dissociation is not complete at either tem- 
perature, although it is more nearly so at 0° than at 25°. This is to be expected 
from a knowledge of the temperature coefficient, which is negative below a dilution 
of 10,000 liters and has a very small positive value at higher dilutions. Since the 
change in conductivity, corresponding to a given rise in temperature, is the resultant 
of two factors which are probably opposite in their effect, т. e., decrease in viscosity 
and probable decrease in ionization, it is seen that there must be a very large 
decrease in the ionization of cadmium iodide in acetone as we pass from 0° to 25°. 
Thus, the molecular conductivity curve for cadmium iodide in acetone-water mix- 
tures at 0° suggests the fluidity curve for the solvents, more plainly than at 25°, and 
it seems probable that, could the conductivity be accurately measured at dilutions 
as high as 600,000 or 700,000 liters, the curves of molecular conductivity would 
become similar to those of fluidity, so that molecular conductivity and viscosity 
would be inversely proportional, as is the case with lithium nitrate and most other 
electrolytes. "Dhereis no means of knowing what the numerical value of the product 
of viscosity and conductivity would be. Taking the highest conductivity that was 
obtained in each case, the product is irregular, as is seen in table 101. 


WORK OF E. G. MAHIN. 131 


The irregularity in the value of the product of maximum conductivity and vis- 
cosity, in the case of acetone and methyl alcohol mixtures, is probably due to the 
fact that complete dissociation was more nearly approached in some cases than in 
others. 'The values for pure acetone and for pure methyl alcohol are, however, 
nearly the same; and we may expect that the curves for maximum molecular con- 
ductivity, when finally obtained, will be found to be nearly straight lines, similar 
to the fluidity curves for the solvents. 


TABLE 101.—n . u, for Cadmium Iodide in Mixed Solvents. 


Per cent 
acetone. 


= 
а 
iu 
з 


In acetone and methyl aleohol. 


In acetone and ethyl alcohol.. 
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Molecular Weight 
> 
E 


460 
450 х 
ч, 0.1 0.2 0.3 0.4 N 


Concentration Normal 
Fra. 59.—Molecular weight of cadmium iodide in acetone. 


In the acetone and ethyl aleohol mixtures there is a fair degree of constancy in 
the product, and the conductivity curve is nearly the theoretical one. The acetone 
and water curve is also nearly the same as the fluidity curve for the solvents, and 
the value of the product almost exactly follows the rule of mixtures, although here 
again the exceptionally high value of the product for water is noticed, it being about 
2.5 instead of 1.0, as in the case of lithium nitrate and tetraethylammonium iodide. 
The reason for this interesting fact must, for the present, remain unexplained. 
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'The results obtained by Jones for the molecular weight of cadmium iodide in 
acetone are given in table 102 and are shown graphically in fig. 59. Тһе molecular 
weight is 364, while the molecular weight found in a 0.09 normal solution in acetone 
15 448. Considerable polymerization is thus indicated. 


TABLE 102.—Molecular Weight of Cadmium Iodide in Acetone. 


Concentration, : Molecular 
normal. B Porise: weight. 


Acetone. 


grams. E 
55.16 5 0.124 448.6 
56.03 : 0.140 451.7 
57.51 А 0.160 467.8 
56.37 А 0.236 490.1 
55.92 à 0.282 492.4 
57.28 i 0.330 492.9 
57.28 : 0.504 510.7 


SUMMARY. 


The work of others has shown that the general law which correlates conductivity | 
and viscosity fails in the case of lithium nitrate, lithium bromide, cobalt chloride, ` 
and calcium nitrate, when dissolved in mixtures containing acetone as one of the. 
components of a binary solvent mixture. This is made evident by the abnormally ` 
low values for conductivity of these substances in acetone, and it was thought that 
it might be due to association of the salt in acetone. Determination of conductivity : 
at high dilutions has shown that lithium nitrate, when completely dissociated, is no - 
exception to the rule that molecular conductivity varies inversely as the viscosity; 
and boiling-point measurements have shown that, at ordinary concentrations, the 
salt is associated in acetone to a considerable extent. 

Cadmium iodide had already been found to be associated in acetone, and further 
work on its conductivity in mixed solvents has shown that its behavior is similar to 
that of lithium nitrate. 

The temperature coefficients of conductivity of lithium nitrate are of about the 
same order of magnitude as the temperature coefficients of fluidity, though generally 
somewhat smaller, except at high dilutions. 'This might be expected from the fact 
that dissociation is less at 25° than at 0?. This influence of temperature is seen 
more clearly in acetone solutions of cadmium iodide, which have negative temper- 
ature coefficients of conductivity below a dilution of 0.0001 normal. 


Similar investigations are in progress, having to do with solutions of the other 
salts mentioned above. 
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We have seen that certain definite relations exist between the conductivity of 
various electrolytes dissolved in binary mixtures of several solvents and the vis- 
cosities of their solutions. It was of interest to know whether similar relations 
would hold when one of the component solvents had a viscosity much greater than 
that of the other; in other words, whether the effect of one solvent on another follows 
the same laws, no matter what substances are used. The solvent eminently suited 
for this purpose is glycerol. Not only is its viscosity enormously greater than that of 
any other homogeneous liquid at ordinary temperatures, but several of its physical 
constants would lead us to expect glycerol to bewell adapted asasolvent to making 
conductivity measurements. The dielectric constants and association factors of 
the solvents used in the previous work are given in table 103. "The dielectric con- 
stants are taken from the work of Drude,' and were all determined in the neighbor- 
hood of 18°; and the association factors are taken from the work of Ramsay and 
Shields,” and refer to nearly the same temperature. 


TABLE 103. 


Dielectric Association 
constant. factor. 


81.7 4.00 


Solvent. 


Methyl alcohol 3219 3.43 
Ethyl alcohol 21.7 2.74 
Acetone 20.7 1.26 


Glycerol has a dielectric constant of 16.5 at 18°, and hence, in terms of the 
Thomson-Nernst rule, should have a fairly high dissociating power. Moreover, 
if weassume Dutoit and Aston's hypothesis to hold even approximately for glycerol, 
the association factor of the latter, 1.80 at 20?, would lead to the same conclusion. 
The conductivity data will show that these expectations are well founded, and that 
glycerol is, in all probability, a solvent with a dissociating power rather above the 
average. 

GLYCEROL AS A SOLVENT. 


It has, of course, been known for a long time that glycerol has remarkable solvent 
properties. Not only will it dissolve deliquescent salts, such as many compounds of 
lithium and calcium, but it also takes up large quantities of nearly all the halogen 
salts of the common metals, including even those that are difficultly soluble in water, 
as well as many sulphates, nitrates, etc. In addition, the alcohol groups of glycerol 
react with metallic oxides and hydroxides, forming glycerates by a process analogous 
to the solution of sodium or potassium hydroxides in alcohol. 


1Weid. Ann., 60, 500. 2Zeit. phys. Chem., 12, 433 (1893). 183 
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In spite of the ease with which very pure glycerol can be obtained in large quan- 
tity, very little work has been done with solutions in it. In various branches of 
manufacture, and especially in pharmacy, it has long had extensive use as a solvent; 
but no systematic study has been made of the properties of its solutions. 

Cattaneo! measured the conductivity of a number of halogen salts of the metals 
in glycerol, and found that the conductivities are smaller than the corresponding 
values in water or alcohol, but greater than those in ether. He also states that the 
molecular conductivity increases only in the case of chlorides. This last statement 
is not at all confirmed by the present work. 

Schóttner? carried out an extensive investigation on the viscosity of glycerol and 
of some of its mixtures with water. Arrhenius? measured the viscosity of certain 
organic substances, including glycerol, in aqueous solution, and found that the 
decrease of 7 with rising temperature is greatest when 7 is large. Schall and van 
Rijn‘ determined the relative times of flow of various mixtures of glycerol with small 
quantities of water and alcohol. 


CONDUCTIVITY APPARATUS. 

The conductivity measurements were made by the Kohlrausch method, using a 
wire bridge and telephone receiver. The bridge wire was calibrated and found to be 
of uniform resistance throughout. "The conductivity cells were of the form used by 
Jones and Bingham and subsequent workers in this laboratory. For use with the 
solutions in pure glycerol, two cells of a different type were used. "The electrodes in 
one cell consisted of two concentric platinum cylinders, about 7 cm. long, and 18 and 
22 mm. in diameter. They were maintained at a constant distance apart of about 
2 mm. by means of several drops of fusion glass attached to the edges of the cylinders. 
The constant was very low, about 4.30. The other cell had as electrodes three 
cylinders, the outer and inner being joined by a thick branching platinum wire, and 
forming one electrode, while the middle cylinder formed the other. Drops of fusion 
glass also served here to keep the electrodes at a constant distance apart of about 
1.5 mm. The cell constant was about 2.35. "The electrodes of both cells were used 
without being covered with platinum black, and it was possible to obtain very sharp 
minima on the bridge with them. For instance, when the cell contained conduc- 
tivity water, and a resistance of 1,000 or 2,000 ohms was introduced into the circuit, 
the bridge could easily be read at points 2 mm. on each side of the true minimum. 
This form of cell has proved itself to be especially adapted to work with very viscous 
solutions. The large electrode surface permits of the cylinders being several milli- 
meters apart, without making the “capacity” of the cell too great; and this feature 
alone is of great advantage, as it allows very thick liquids to fill all the space be- 
tween the electrodes, without the danger of imprisoning air bubbles. "The escape of 
the latter is further facilitated by the vertical position of the cell walls. The “ con- 
stants” of both cells showed only extremely slight variation throughout the work. 

The conductivity measurements are expressed in reciprocal Siemens’s units, and 
the cell constants were determined by means of a fiftieth-normal potassium chloride 
solution, the molecular conductivity of which was taken as 129.7 at 25°. 


1Rend. Accad. Line. [5], 2, IT, 112 (1893). *Zeit. phys. Chem., 1, 289 (1887). 
2Wien. Ber., 77, 2, 682 (1878). *Ibid., 23, 329 (1897). 
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Measurements were made at 25? and 35°. Glycerol, when maintained at 0? for a 
long period, undergoes a gradual change, resulting sometimes in the deposition of 
crystals. On this account, and for the reason that at low temperatures the substance 
is so extremely immobile that viscosity determinations are almost impossible, no 
measurements were made at 0°, as has been the custom in these investigations. The 
temperature coefficients of conductivity and viscosity are therefore not strictly 
comparable with those obtained by other workers for the same solutions between 
0? and 25*. 

The constant-temperature baths were of the form previously described, and were 
maintained constant to within 0.03? of the desired temperatures. Thethermometers 
were compared with a certificated Reichsanstalt instrument. "The measuring flasks 
were calibrated to hold aliquot parts of the true liter at 20?, and solutions were 
brought to within 0.2? of this temperature before filling to the mark. 


SOLVENTS. 


Glycerol.—The glycerol used was Kahlbaum's “Glycerin, 1.26." Two determin- 
ations of different lots gave the same density, D3 = 1.2586. The specific conduc- 
tivity varied from 0.5 X 1077 to 0.710 7? at 25°. Some of the glycerol was distilled 
under diminished pressure, boiling at 160? under a pressure of 6 mm. The specific 
conductivity was not changed by this process, and the remainder of the glycerol 
was used without further treatment. 

Water.—The water was purified essentially by the method of Jones and Mackay,’ 
with a slight modification. "The practice heretofore has been to distil ordinary dis- 
tilled water from acidified potassium dichromate to destroy organic matter and retain 
ammonia, and then to redistil from a weaker chromie acid solution, forcing the steam 
from the second distillation through a solution of barium hydroxide. There can be 
no doubt that water prepared in this way still contains large quantities of carbon 
dioxide. The extreme rapidity with which the current of steam passes through the 
alkaline solution makesit impossible for the latter to come in contact with all of the 
vapor, and some of the carbon dioxide escapes with the steam to be condensed, 
giving water with a conductivity which has generally been about 2x10 at 25°. If, 
however, the second distillation is made from a solution containing barium hydroxide 
instead of acidified dichromate, the conductivity of the water is lowered considerably. 
Nearly all of the carbon dioxide is retained, and the conductivity of the water thus 
purified has rarely risen over 1.5x10 °, and was many times as low as 1.2. In 
addition, the alkaline solution, probably owing to the presence of the fine crystals of 
barium carbonate, boils more quietly than the acid solution, with entire absence 
of bumping. а j 

Ethyl and Methyl Alcohols.—These were purified by boiling the commercial prod- 
ucts with fresh lime for a day, and then distilling again from more lime without trans- 
ferring the alcohol in the air. A third distillation from lime was made if the specific 
gravity of the second distillate showed the presence of any appreciable amount of 
water. Several more distillations were then made through a block-tin condenser. 
The conductivity of the ethyl alcohol ranged between 1.2x10 and 1.8x10^7, 


1А тег. Chem. Journ., 17, 83 (1895). 
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although in one case it was as low as 0.9X10~’. The value for the methyl alcohol 
was about 1.5x 107? at 25°. 1 

Work with mixtures containing acetone, which it was hoped would yield some 
interesting results, had to be given up, since glycerol and acetone are only slightly 
miscible. 

The mixed solvents are made up on a volume basis, and in every case throughout 
the work, unless otherwise specified, “n per cent A and B" means n c.c. of solvent A 
diluted to 100 c.c. with solvent B. 


SOLUTIONS. 


All solutions were made on a volume-normal basis, at 20°, by direct weighing of 
the anhydrous salts. A tenth-normal mother-solution was first made, from which 
the fiftieth and hundredth normal solutions were prepared by dilution. The hun- 
dredth-normal solution then served as a mother-solution for the two-, four-, and 
eight-hundredth normal solutions, and from the last named the sixteen-hundredth 
normal was prepared. The dilutions were made by means of calibrated flasks and 
burettes. It was found that if a little time was given the solutions containing 25 
and 50 per cent of glycerol would drain as completely as aqueous solutions, and the 
same calibration was used for all three. With the 75 per cent solutions, and espe- 
cially with those in pure glycerol, the draining was incomplete, even though the burette 
stood two days. Accordingly, a different calibration was made for each of the three 
mixed solvents containing 75 per cent of glycerol, and for the pure glycerol itself. 
The amount to be delivered was run at a fixed rate of flow into a weighing-glass, and 
its weight divided by the density of the solvent at 20°. The difference between the 
volume thus found and the volume read off was the amount clinging to the walls of 
the burette, and this quantity, which was about 0.60 c.c. for 25 c.c. of glycerol, was 
added with each measurement of the solutions. It was of course necessary to run 
the solutions out between the same two points on the burette each time, as otherwise 
the mean hydrostatic pressure would vary, causing corresponding variations in the 
rate of flow, with a marked effect on the amount which did not drain out. This 
precaution is important, as shown by the fact that a volume of glycerol drawn off 
between 0 and 25 on the burette lacked 0.65 c.c. of 25 c.c., while the same apparent 
volume, taken between 24 and 49, was 0.35 c.c. less than the amount desired. The 
water calibration showed that this difference was not due to a great irregularity in 
the diameter of the burette. Another point that must be noted is the necessity of 
keeping the temperature of the working room constant while measuring glycerol. 
The changes in volume of the glycerol are inconsiderable compared with the great 
changes in fluidity, and a calibration made for 20? would, by reason of the much 
greater fluidity of glycerol at a higher temperature, be inaccurate at 22°. 

In view of the fact that so little work has been done with solutions in glycerol, a 
few details of a practical nature may not be out of place. In spite of the great оо 
power of glycerol, the actual rate of solution is very slow, and most substances can 
be dissolved only after a great deal of shaking and heating. It was customary in 
this work to heat the glycerol to almost 100? before adding it to the salt in the meas- 
uring flask. At this temperature glycerol is quite fluid, and its solvent action is 
greatly increased. Nevertheless, it required, with lithium bromide and cobalt 
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chloride, nearly three hours of practically continuous shaking, with the temperature 
at about 80° to 100°, to effect the complete solution of 1 or 2 grams of the salts in 
100 c.c. of glycerol. Potassium iodide, on the other hand, dissolved as soon as the 
glycerol was warmed slightly, and gave a clear solution in less than five minutes. 
In view of the close relation of glycerol to the aleohols, and of the very slight solu- 
bility of potassium iodide in absolute alcohol, this behavior is surprising. 

Much annoyance is caused by the ease with which glycerol imprisons air bubbles, 
which may require hours to rise. Especially is this likely to occur when the sub- 
stance is poured into a burette. This difficulty may be obviated, however, by pour- 
ing the solutions in while hot, in which case the air bubbles will rise fairly rapidly; 
or by pouring the solutions in such a manner that the descending stream does not 
strike the walls of the burette except at the highest point to which the burette is 
to be filled. "Thus manipulated, the glycerol flows down the burette walls without 
inclosing any air, and moreover, no time is lost in waiting for the upper part of the 
burette to drain before taking the initial reading. 


VISCOSITY. 


The determinations of viscosity were made by means of several Ostwald viscosi- 
meters, or this form as modified by Jones and Veazey. For the solutions in pure 
glycerol, as well as for the solutions containing 75 per cent of glycerol, viscosimeters 
of very large bore were necessary. Two of these, made for us by Eimer and Amend, 
were very satisfactory. Thesmall bulb had a capacity of about 4 c.c., and the larger 
of about 30 c.c. The “capillaries,” having internal diameters of 1.1 and 2 mm., 
respectively, were 12 cm. long. As the time of flow of water through these viscosi- 
meters was less than 10 seconds, it wasof course necessary to calibrate them by using 
а more viscous liquid, the viscosity of which was known. For this purpose the 
viscosities of several solutions, containing about 50 per cent of glycerol, were deter- 
mined in the smaller instruments, and then the times of flow of these liquids through 
the large viscosimeters were noted. A fixed amount of solution was introduced into 
the viscosimeter from a pipette, and after being raised to the upper mark by air 
pressure, was allowed to run through the capillary by its own weight. The times of 
flow were read with an accurate stop-watch. The viscosities were calculated from 


the formula s s 


where no, So, and to are the viscosity, density, and time of flow, respectively, of pure 
water, and 7, s, and ¢ the corresponding values for the liquid in question. The values 
of то at 25° and 35? are taken from Thorpe and Rodger's work on viscosity, being 


; 1 
0.00891 at 25? and 0.00720 at 35°. Fluidity, expressed by ¢, is equal to a! and 


the temperature coefficients of fluidity are calculated from the formula 
1 435—925 
$25 10 
The densities of the solutions were determined in pycnometers of the form 
described by Jones and Veazey.’ | 
1Physiko-Chemische Messungen, 2d ed., p. 200. ў 2Phil. Trans., 185 A, 307 (1894). *Zeit. phys. Chem., 61, 651 (1908). 
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The measurement of viscosity, for some reason, seems to be beset with much 
greater experimental error than would be expected, considering the simple nature of 
the operation. The values given in Landolt-Boernstein's “Tabellen” often show 
differences of more than 1 per cent in the results of various observers. During the 
present work it was found to be difficult to get results that would agree closely in 
duplieate determinations. It may at first sight be supposed that by taking three 
“steps” to determine the viscosities of the thicker solutions, as was done in this 
work, experimental error is introduced at each step, so that the values found by 
means of instruments with wide capillaries would necessarily be of doubtful accuracy. 
As a matter of fact, though experimental error is introduced, the departure of the 
values found from the true values is influenced much less by this fact than by an 
inherent difficulty in the method. 

The Poisseuille formula for determining viscosity is v ee where v is the - 
volume of liquid whose viscosity coefficient is 7, which, under a pressure p, will 
flow in the time t through tube of length l and radius r. In deriving this formula, 
the liquid is considered as leaving the tube with a kinetic energy of zero, which, mani- 
festly,is an impossible condition in practice. If the liquid flows out of the tube with 
a positive kinetic energy, a correction must be introduced. On rearranging the 
formula, with the correction it becomes 

1j rr pt vd 
77 84 — 8x 


where d is the density of the liquid. In determining viscosities by the relative 
method—that is, by means of the Ostwald viscosimeter—the corrected formula is 
rarely used. For two liquids flowing by their own weight through the same instru- 
ment, between the same differences in level, 


т _ Pih 
n Pale 
But, 
Pı mh n 
D» J pogh Е Po 
whence = = ily which is the ordinary formula. 
"2 pate 


It is evident from the corrected formula that when ¢ is smallest the correction is 
greatest. Hence, a greater error is introduced by measuring the viscosity of a 
liquid whose time of flow is much greater than that of the standard than in the case 
of one with nearly the same viscosity as the standard. In other words, the error 
would be a minimum if ¢ could be kept constant. Therefore, the error is kept lowest 
by using in each instrument liquids whose times of flow do not differ too greatly 
from to. As the correction is always negative, the viscosity of a liquid determined 
without using intermediate steps should be greater than if several viscosimeters are 
used. This is illustrated in the case of 75 per cent glycerol and methyl alcohol 
at 25°. Т is the time of flow. 
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In table 104 is caleulated by the following methods: 


0.00891 X 4465 x 1.1546 | 
1X74.4 = 0.61735, 1.1546 being the den- 


sity of 75 per cent glycerol and methyl alcohol. 


For viscosimeter A4, = 


TABLE 104.—Viscosity Determinations. 


Viscosim- 
eter. 


T water. 


T 50 per cent 
glycerol and 
methyl alcohol. 


T 50 per cent 
glycerol 
and water. 


450.0 


T 75 per cent 
glycerol and 


methyl alcohol. 


0.61735 


0.6073 


For viscosimeter 1, the viscosities of 50 per cent glycerol and water and 50 per 
cent glycerol and methyl alcohol were determined in A; then, from the times of 
flow of these solutions through 1,two values were obtained which were used to deter- 
mine viscosities in 1, and the mean value of э for 75 per cent glycerol and methyl 
alcohol is determined from them, using T —445.6. The same process is employed 
for viscosimeter 2. It is seen that n determined by direct comparison with water is 
greater, as it should be, than 7 determined by using liquids of intermediate viscos- 
ities in several instruments. 

LITHIUM BROMIDE. 

The lithium bromide gave a flame test which showed no appreciable impurity. 
It was dried to constant weight at 150°, and was again dried after each exposure to 
the air. Table 105 gives the molecular conductivities of lithium bromide in pure 
glycerol at 25°, 35°, and 45°. It will be noticed that while the values of u, are very 
small, yet they show a regular increase with dilution, as is the case with all liquids 
having a marked dissociating power. 

TABLE 105.—Conductivity of Lithium Bromide in Glycerol at 25°, 35°, and 45°. 


Temp. coefficients. 
y Mo 25° | ш35° 45° | 
25 to 35? | 35 to 45? 
10 0.236 0.485 0.907 0.106 0.0871 
50 0.260 0.540 1.010 0.107 0.0881 
100 0.270 0.555 1.041 0.106 0.0875 
200 0.272 0.565 1.050 0.106 0.0868 
400 0.275 0.572 1.070 0.108 0.0871 
800 0.280 0.579 1.085 0.107 0.0874 
1,600 0.287 0.593 1.109 0.107 0.0871 


Table 106 shows the conductivities of lithium bromide in various mixtures of 
glycerol with water, methyl alcohol, and ethyl alcohol. 
in figs. 60, 61, and 62. The curves show that the conductivities in the mixtures 
depart widely from the law of averages, there being a marked sagging of the curvesin 


each case. 


cadmium iodide in mixtures of water and methyl alcohol. 
nor, indeed, has any minimum appeared in all the work with glycerol solutions. 


This is not surprising. 
less viscous solvents would have a viscosity greater than that of pure glycerol. It 


'The results are plotted 


The results are much like those obtained by Jones and Carroll with 
No minimum is observed, 


It is hardly probable that any mixture of glycerol with the 
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100 


Fra. 60:—Conductivity of 
Lithium Bromide in 
Glycerol-Water at 
25°. | 


50 


Molecular Conductivity 


30 


0 25 50 75 100 
Per cent. Glycerol 


20 


Molecular Conductivity 


10 


Fig. 61.—Conductivity of 
Lithium Bromide in 
Glycerol-Ethyl Alco- 
hol at 25°. 


0 25 50 15 100 
Рег cent. Glycerol 
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is conceivable, however, that a mixture of glycerol with a very small percentage of 
water or alcohol might give a slight minimum in fluidity, but the difficulty of deter- 
mining this point would be very great. At the same time, a similar minimum in the 
conductivity curves might make its appearance, and the parallelism of the two sets 
of curves, which is one of the points to be established, would not be changed, even 
if minima were found. At any rate, it is evident that in the case of mixtures of 
glycerol with the other three solvents used we have to deal with mixtures of the 
second class referred to above; that is, mixtures whose properties are not additive. 


TABLE 106.—Conductivities of Lithium Bromide in Various Solvents at 25? and 35°. 


Water. 


Mixture of 25 per 


cent glycerol and 


water. 


Mixture of 50 per 
cent glycerol and 
water. 


Mixture of 75 per 


cent glycerol and 
water. 


us 25° 35° 


110.7 
| 121.9 
124.4 
127.4 
130.1 
136.1 
187.5 


91.8 
101.1 
108.0 
105.2 
107.2 
114.4 
114.6 


'Temp. 
coef. 


0.0205 


0.0206 
0.0208 
0.0219 
0.0213 
0.0222 
0.0200 


Hy 25^ 


45.6 
49.6 
50.8 
52.8 
52.2 
54.0 
54.9 


85° 


57.4 
62.5 
64.0 
66.7 
65.5 
69.4 
71.5 


Temp. 
coef. 


0.0257 


0.0261 
0.0260 
0.0264 
0.0255 
0.0285 
0.0300 


o 


Temp. 
coef. 


E 
е 
[55] 
Or 


0.0348 
0.0346 
0.0350 
0.0351 
0.0352 
0.0361 


9 N N КО ООО 
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0.0351 


Hy 25° | uy 35^ 


3.84 
4.23 
4.27 
4.43 
4.51 
4.40 
4.47 


5.96 
6.56 
6.63 
6.89 
6.99 
6.89 
6.99 


Temp. 
coef. 


0.0552 


0.0552 
0.0551 
0.0557 
0.0552 
0.0566 
0.0567 


Ethyl alcohol. 


Mixture of 25 per 
cent glycerol and 
ethyl alcohol. 


Mixture of 50 per 
cent glycerol and 
ethyl alcohol. 


Mixture of 75 per 
cent glycerol and 
ethyl alcohol. 


18.4 
26.7 
30.3 
33.6 
36.5 
39.2 
41.6 


15.8 
23.0 
25.9 
29.2 
31.1 
33.3 
35.1 


0.0162 
0.0161 
0.0169 
0.0150 
0.0171 
0.0179 
0.0186 


7.26 

9.49 
10.00 
10.93 
21 
11.68 
12.02 


9.32 
12.23 
12.94 
14.11 
14.51 
15.16 
15.72 


0.0283 
0.0289 
0.0294 
0.0291 
0.0294 
0.0298 
0.0308 


0.0462 
0.0459 
0.0466 
0.0458 
0.0466 
0.0474 
0.0466 


4.25 
4.97 
5.29 
5.61 
5.64 
5.86 
5.89 
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0.0711 
0.0719 
0.0718 
0.0720 
0.0713 
0.0724 


Methyl alcohol. 


Mixture of 25 per 
cent glycerol and 
methyl alcohol. 


Mixture of 50 per 
cent glycerol and 
methyl alcohol. 


Mixture of 75 per 
cent glycerol and 


methyl alcohol. 
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0.0127 
0.0134 
0.0129 
0.0184 
0.0129 
0.0124 
0.0137 


21.3 
25.5 
27.1 
28.9 
29.2 
30.3 
31.2 


0.0214 
0.0210 
0.0213 
0.0222 
0.0221 
0.0215 
0.0226 


9.94 
11.41 
11.98 
12.48 
12.87 
13.05 
13.44 


0.0350 
0.0353 
0.0352 
0.0355 
0.0356 
0.0361 
0.0357 


COBALT CHLORIDE. 
The cobalt chloride was first crystallized from conductivity water, to free it from 


traces of sulphates. The crystallization was continued until the mother-liquor no 
longer clouded a barium chloride solution. The salt was then partially dehydrated 
in a vacuum desiccator over sulphuric acid, after which it was pulverized and heated 
in the air until it had assumed a lavender color. After being again pulverized, it 
was placed in a hard-glass tube, and heated in a current of dry hydrochloric acid 
gas for several hours at 250°, during which it changed color to a pale pure blue. 
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The hydrochloric acid gas was then replaced by a stream of nitrogen dried over 
phosphorus pentoxide, and the tube allowed to cool slowly. The cobalt chloride 
gave a clear solution in water, which, however, when exposed to sunlight, deposited 
a very small quantity of a flocculent brown precipitate. Not enough of this could 
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Fra. 62.—Conductivity of Lithium Bromide in Glycerol-Methyl 


be obtained for a complete examination. It did not contain 
iron, and did not give the reactions of bivalent cobalt. Itis 
thought to be a cobaltic compound, produced by some oxidiz- 
ing action brought about by the sunlight. Solutions kept in 
the dark did not show this precipitate, even when allowed to 
stand over night; but ten minutes' exposure to bright sunlight 
was sufficient to cause the change. For this reason the con- 
ductivities of cobalt chloride in aqueous solution are consid- 
ered a little uncertain, and are probably a little too high. 
Solutions in the alcohols and in glycerol were perfectly clear, 
and remained so indefinitely, sunlight having no effect on 
them. 

The conductivities of cobalt chloride are given in tables 
107 and 108. The conductivities in pure glycerol increase 
regularly, and are considerably higher than the corresponding 
values for lithium bromide. This is just what would be ex- 
pected if glycerol is à normal dissociating solvent. Cobalt 
chloride would dissociate into three ions, while lithium bro- 
mide would give only two, and the conductivities of the 
former salt would accordingly be greater. 

The results are plotted as curves in figs. 63, 64, and 
65. The curves are in every respect analogous to 
those for lithium bromide, except in one minor point, 
to be seen in fig. 64. Неге the values of conductivity 
of cobalt chloridein pure ethyl alcohol areabnormally 
low (at leastforallex- 
cept the most dilute 
solutions), consider- 
ing that it isaternary 
electrolyte. Lithium 
bromide, forinstance, 
in the tenth-normal 
solution in ethyl alco- 
hol, has a molecular 
conductivity of 15.8 
at 25°, and we should 
expect, other things 


100 


50 15 


Per cent. Glycerol 


Alcohol at 25?. 


being equal, that cobalt chloride would give a value about 50 per cent greater than 
this. The value of 14,25? for cobalt chloride in ethyl alcohol is, however, only 4.71. 
But knowing that many of the halides of the heavy metals tend to form complexes 
when dissolved in organic solvents, it was suspected that these low results, at least in 
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the concentrated solutions, were due to partial polymerization of the cobalt chloride 
molecules. This point was tested by Mr. H. R. Kreider. He showed by the boiling- 
point method that the dissociation of cobalt chloride in ethyl alcohol, for concen- 


Fie. 63.—Conductivity of 
Cobalt Chloride in 
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Fra. 64.—Conductivity of 
Cobalt Chloride in 
Glycerol-Ethyl Alco- 
hol at 25°. 


0 25 50 75 100 
Per cent. Glycerol 


trations ranging near tenth-normal, is apparently negative; or, in other words, the 
indicated molecular weight is greater than that calculated for CoCl. Some of his 
results are given here: 
] AO LTEM I 13.0 ES 
M.W. =129.96.4 үр kgs 


M. W. found....155 134 131 
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'The association appears in all three solutions, and since most other salts are 
dissociated 20 to 30 per cent in ethyl alcohol at these concentrations, we may con- 
sider the low conductivity of cobalt chloride in this case to be due to this cause. The 
same thing is shown in methyl alcohol solutions. The value of u,25° for lithium bro- 
mide in tenth-normal solution is 50.0, against a corresponding value of 41.9 for 


cobalt chloride. 


alcohol is a stronger dissociant than ethyl alcohol. 
TABLE 107.—Conductivity of Cobalt Chloride in Glycerol at 25°, 85°, and 45°. 


The difference is not so striking here, probably because methyl 


Temp. coefficients. 
V ро 295. [yel My 45° 
25 to 35° | 35 to 45° 
10 | 0.270 0.546 1.003 0.1023 0.0836 
50 0.369 0.744 1.878 0.1015 0.0846 
100 0.391 | 0.784 1.450 0.1004 0.0780 
200 0.455 0.911 1.691 0.1004 0.0857 
400 0.473 0.959 г 0.1027 0.0855 
800 0.497 1.005 1.856 0.1011 0.0847 
1,600 0.519 1.040 1.920 0.1002 0.0846 


Taste 108.—Conductivities of Cobalt Chloride in Various Solvents at 25? and 35°. 


Müxture of 25 per Mixture of 50 per Mixture of 75 per 
Water. cent glycerol and cent glycerol and cent glycerol and 
y water. water. water. 
o o И . о о b . KO o np. o o 
"UE IUD IEEE 
| | | = RE 
10| 168.9, 204.7 0.0212 79.9 |100.1| 0.0252 | 28.8 38.7 | 0.0346 | 5.72 | 8.82| 0.0542 
50 | 195.5 236.8) 0.0212) 92.6 |116.4| 0.0258 | 33.7 45.4 | 0.0346 | 6.93 |10.64 | 0.0536 
100 | 204.2, 246.7, 0.0205, 97.6 |122.9| 0.0259 | 35.4 47.6 | 0.0346 | 7.30 |11.22| 0.0536 
200 | 212.6, 256.5) 0.0207101.7 |128.4| 0.0262 | 37.1 49.7 | 0.0340 | 7.69 11.87 0.0543 
400 | 219.4 267.9, 0.0217105.3 |133.1| 0.0264 | 38.1 51.2 | 0.0344 | 7.94 | 12.22 | 0.0540 
800 | 226.6 276.9) 0.0222108.5 |136.6| 0.0260 | 39.4 53.3 | 0.0352 | 8.42 |12.95| 0.0538 
1,600 | 282.6 282.6) 0.0216110.2 |139.7| 0.0267 | 40.4 54.5 | 0.0349 | 8.33 |12.75| 0.0531 
Mixture of 25 per Mixture of 50 per Mixture of 75 per 
V Ethyl alcohol. cent glycerol and cent glycerol and cent glycerol id 
ethyl alcohol. ethyl alcohol. ethyl alcohol. 
10| 4.71 4.96 0.0053| 5.43| 6.70 0.0233 | 2.63| 3.77 | 0.0436 | 0.95 | 1.58 | 0. 
50| 9.19 9.05,—0.0017| 8.13) 10.10 0.0243 | 3.65 5.11 | 0.0400 | 1.29 | 2.11 0:0638 
100 | 12.18; 11.92,—0.0021| 9.30) 11.52) 0.0239 | 4.12 5.78 | 0.0402 | 1.41 | 2.32 | 0.0650 
200 | 15.71 15.54 —0.0011 10.66) 18.25 0.0243 | 4.66 6.53 | 0.0403 | 1.58 | 2.63 | 0.0662 | 
400 | 19.56 19.64 0.0004 12.14 15.01 0.0236 | 5.14 7.32 | 0.0424 | 1.69 | 2.81 | 0.0666 | 
800 | 24.07, 24.91 0.0034 13.89 17.28 0.0244 | 5.65 8.03 | 0.0423 | 1.89 | 3.14 | 0.0660 | 
1,600 | 28.78) 30.38 0.0056, 15.55| 19.39| 0.0246 | 5.86) 8.46 | 0.0443 | 1.89 | 3.20 | 0.0662 | 
Mixture of 25 per Mixture of 50 per Mixture of З 
y Methyl alcohol. cent glycerol and cent glycerol ae cent mE sad 
methyl alcohol. methyl alcohol. methyl alcohol. 
| | 
10| 41.9) 44.7 0.0066 19.6 | 23.0 | 0.0173 | 7.64 10.01 | 0.0310 | 1 
50) 64.6 69.6 0.0077 27.8 | 32.6 | 0.0172 | 10.22 13:64 | 0.0334 | 2.35 | 3:90 0.0869 
100| 75.6 82.5 0.0098 32.1 | 37.7 | 0.0175 | 11.64 15.37 | 0.0323 | 2.81 | 4.43 | 0.0577 | 
200, 88.9 94. 6 0.0065 36.6 | 43.1 | 0.0176 | 12.84 17.07) 0.0330 | 3.12 | 4.35 | 0.0589 
400 | 102. 2 110.4 0.0080 40.7 | 48.2 | 0.0185 | 14.11/18.77 | 0.0330 | 3.55 | 5.36 0.0600 | 
800 | 118. 1 126.8 0.0078 44.8 | 53.4 | 0.0192 | 14.99 20.17 | 0.0346 | 3.51 | 5.63 | 0.0606 
1,600 | 132.5, 144.6 0.0092 48.8 | 57.4 | 0.0179 | 15.41|20.88| 0.0355 | 3.59 | 9.76 0.0606 
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POTASSIUM IODIDE. 


Kahlbaum's pure potassium iodide was recrystallized, and dried to constant 
weight at 150°. It showed no appreciable impurity. 


Taste 109.—Conductivity of Potassium Iodide in Glycerol at 25°, 35°, and 45°. 


Temp. coefficients. 
V Ms 259 My 855 us 45? 
25 to 35° | 35 to 45° 
10 0.291 0.607 1.189 0.1087 0.0844 
50 0.326 0.667 [ЖОТО 0.1045 0.0912 
100 0.824 0.670 182571 0.1068 0.0875 
200 0.334 0.687 1.284 0.1056 0.0870 
400 0.338 0.686 1.282 0.1030 0.0871 
800 0.346 0.708 1.325 0.1048 0.0871 
1,600 0.352 0.717 1.326 0.1039 0.0849 


Taste 110.—Conductivities of Potassium Iodide in Various Solvents at 25? and 35°. 


Mixture of 25 per Mixture of 50 per Mixture of 75 per 
Water. cent glycerol and cent glycerol and cent glycerol and 
y water. water. water. 

o! EO . ко ко LI o мо LI o o . 
ОР cond Nite 25° uu dd | TemP- | sup age lu ago LEMP” |, 25° | вре "Temp 
10 | 125.6 150.4 0.0189 | 61.5 | 76.6 | 0.0244 | 23.9 | 30.8 | 0.0289 | 4.94 | 7.66 | 0.0552 
50 | 131.6 156.5| 0.0189 | 64.3 80.1 | 0.0246 | 24.4 | 32.3 | 0.0327 | 5.13 | 7.98 | 0.0555 
100, 133.6 159.3) 0.0192 | 65.4 | 81.7 | 0.0249 | 24.6 | 32.8 | 0.0333 | 5.25 | 8.18 | 0.0559 
200 | 135.8 162.1 0.0193 | 66.9 | 83.4 | 0.0249 | 24.9 | 33.2 | 0.0332 | 5.14 | 8.01 | 0.0559 
400 | 137.2, 163.7| 0.0193 | 67.0 | 83.9 | 0.0251 | 25.1 | 33.4 | 0.0336 | 5.42 | 8.50 | 0.0569 
800 | 138.9 165.9| 0.0194 | 68.1 | 85.2 | 0.0252 | 25.4 | 34.1.| 0.0340 | 5.48 | 8.56 | 0.0563 
1,600| 140.0 167.5| 0.0196 | 68.7 | 86.0 | 0.0252 | 25.5 | 34.5 | 0.0351 | 5.20 | 8.02 | 0.0545 
Mixture of 25 per Mixture of 50 per Mixture of 75 per 

ү Ethyl alcohol. cent glycerol and cent glycerol and cent glycerol and 

ethyl alcohol. ethyl alcohol. ethyl alcohol. 
ў, | | 

10| 21.6 24.81 0.0146 | 9.50 12.27 0.0291 | 3.87 | 5.67 | 0.0466 | 1.19 | 2.05 | 0.0723 
50| 28.5| 32.7 0.0148 | 11.35| 14.68 0.0293 | 4.31 | 6.31 | 0.0466 | 1.19 | 2.11 | 0.0770 
ПОО ОЛСО 036010301561 12:12 15:79) 0:0303 1. - else ce clans у... | 1.33 | 2.28 | 0.0717 
200| 35.4 41.5 0.0171 | 12.88| 16.87, 0.0309 | 4.66 | 6.93 | 0.0484 | 1.39 | 2.37 | 0.0707 
400| 37.9| 44.5| 0.0173 | 13.40| 17.56 0.0310 | 4.78 | 7.03 | 0.0470 | 1.42 | 2.43 | 0.0709 
800| 40.8| 48.1| 0.0177 | 13.99) 18.33 0.0310 | 4.96 | 7.29 | 0.0471 | 1.46 | 2.51 | 0.0709 
1,600; 42.6 50.3 0.0179 | 14.62 18.70] 0.0278 | 4.98 | 7.28 | 0.0460 | 1.49 | 2.50 | 0.0700 
Mixture of 25 per Mixture of 50 per Mixture of 75 per 

ү Methyl alcohol. cent glycerol and cent glycerol and cent glycerol and 
methyl alcohol. methyl alcohol. methyl alcohol. 
10| 65.5 72.9| 0.0114 | 26.4 | 32.2 | 0.0219 | 9.1 | 12.5 | 0.0366 | 2.08 | 3.41 | 0.0635 
50| 79.6) 89.1 0.0120 | 30.6 | 37.3 | 0.0220 | 10.2 | 13.9 | 0.0365 | 2.28 | 3.68 | 0.0619 
100) 84.0 94.1 0.0121 | 31.8 | 38.6 | 0.0218 | 10.4 | 14.2 | 0.0363 | 2.39 | 3.90 | 0.0635 
200| 90.9| 102.1) 0.0122 | 33.3 | 40.5 | 0.0217 | 10.8 | 14.8 | 0.0364 | 2.35 | 3.82 | 0.0624 
400| 94.8| 106.6! 0.0125 | 34.2 | 41.9 | 0.0224 | 11.1 | 15.1 | 0.0363 | 2.40 | 3.90 | 0.0631 
800 | 98.0 111.2| 0.0134 | 35.3 | 43.0 | 0.0218 | 11.5 | 15.6 | 0.0364 | 2.56 | 4.27 | 0.0663 
1,600 | 100.8| 113.4 0.0125 | 35.7 | 44.1 | 0.0233 | 11.8 | 16.1 | 0.0364 | 2.46 | 4.07 | 0.0648 


Tables 109 and 110 give the conductivities of potassium iodide in glycerol and in 
the mixed solvents. Again, the conductivities increase nearly regularly with dilu- 
tion, and are a little higher than those of lithium bromide, and about 50 per cent less 
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than the conductivities of cobalt chloride, as we should expect. The results in the 
mixtures are represented in figs. 66, 67, and 68, and are in every respect like those 
obtained for the other two salts. 'The conductivities are less than the average 
in each case. 


100 


50 


Molecular Conductivity 


0 25 50 75 100 


Per cent. Glycerol 


Fra. 65.—Conductivity of Cobalt Chloride in Glycerol-Methyl Alcohol at 25°. 


TEMPERATURE COEFFICIENTS OF CONDUCTIVITY. 


The most interesting features in this connection are the very large temperature 
coefficients of conductivity of the solutions in pure glycerol. In tenth-normal solution 
these are for lithium bromide, cobalt chloride, and potassium iodide, respectively, 
10.6 per cent, 10.23 per cent, and 10.87 per cent between 25? and 35°, and 8.71 per 
cent, 8.36 per cent, and 8.44 per cent between 35° and 45°. These are much the 
largest temperature coefficients of conductivity thus far observed between these tempera- 
tures, and they are closely related to the temperature coefficients of fluidity. 
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In the solutions of cobalt chloride in ethyl alcohol, negative temperature coefficients 
of conductivity occur. "These have also been noticed by Jones and MeMaster in 
certain solutions of the same salt in mixtures of acetone and the alcohols. In the 
present case the temperature coefficient of the tenth-normal solutionis positive, though 
very small, and in the fiftieth-normal solution it becomes negative. The temperature 

coefficients reach a minimum in the hundredth-normal 
| solution, and then increase regularly, again becoming posi- 
tive in the dilute solutions. Temperature coefficients of 
conductivity in ethyl alcohol are always small, and it is 
known that the degree of ionization decreases with rising 
temperature. We have already proved that cobalt chlo- 
ride in ethyl alcohol has a strong tendency to polymerize. 
The occurrence of negative temperature coefficients of con- 
ductivity, therefore, shows that the decrease in ionization 
due to rise in temperature, is more than sufficient to over- 
come the effect of increased ion velocity brought about by 
increased fluidity. 

In the mixed solvents the temperature coefficients of 
conductivity in no case follow the law of averages, but, 
like the conductivities, are always less than the calculated 
values. 

We have thus shown that for solutions in mixtures of 
glycerol with water or the alcohols, the molecular con- 
ductivities are always less than the averages calculated 
from the conductivities in the component solvents. Hence, 
we may conclude that glycerol is a solvent which, when 
mixed with another, gives a mixture whose properties are 
not additive, and in 
this respect glycerol re- 
sembles water. In the 
three cases tested 
glycerol causes some 
change in the state of 
molecular aggregation 
A of the other solvents, 

0 26 ES T 100 producing mixtures 

Per cent. Glycerol similar, in many ways, 

Fra. 68.—Conductivity of Potassium Iodide in Glycerol-Methy] ® Mixtures of water 

Alcohol at 25°. with the alcohols or 

acetone. We can now 

proceed to show that the departure from the law of averages is just as pronounced 
when we examine the fluidities of the mixtures of glycerol. 
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VISCOSITY AND FLUIDITY. 


Tables 111 to 114, inclusive, give the viscosities and fluidities of the pure solvents, 
the mixed solvents, and the tenth-normal solutions of the three salts in these liquids. 
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The fluidities of the solutions are, as usual, in nearly every case less than those of the 
corresponding solvents. In three solutions, however, we have the phenomenon of 
negative viscosity. These are potassium iodide in water, and in 25 and 50 per cent 
glycerol and water, at both 25° and 35°. An explanation of negative viscosity has 
been given by Jones and Veazey.' It is interesting to find that the fluidity of even 
so immobile a liquid as 50 per cent glycerol and water is increased by the addition 
of potassium iodide. In the 75 per cent mixture the viscosity coefficient is again 
positive, but the difference between the viscosity of the mixture and of tenth-normal 
potassium iodide in it is not great. The salt does not lower the viscosity of pure 
glycerol, nor of any of the other solvents used. 


Taste 111.—Viscosity and Fluidity of Solutions in Mixtures of Glycerol and Water at 25° and 35°. 


Water. 25 per cent glycerol and water. 
Solution. . 
2259 IOS Phe | 385° О 25° 035? |Ф 25° Ф 35°| T. C. 6 
J | | 
ІВ 0.009011 0.00723 | 110.99 138.33 0.0246 | 0.02064 0.01552 48.45 64.44 | 0.0330 
CoCP....| 0.009209 0.00745 | 108.58) 134.26 0.0237 | 0.02156 0.01624 46.49 61.65! 0.0326 
ИСТЕ. Л. 0.008847, 0.00719 | 113.02 139.06 0.0231 | 0.01991 0.01509 50.23 66.25 0.0319 
Solvent..| 0.00891 | 0.00720 112.25 138.89 0.0237 | 0.02003 0.01518) 49.91 65.86 0.0319 
50 per cent glycerol and water. 75 per cent glycerol and water. 
UBI 0.06246 | 0.04346 | 16.01 | 23.01 | 0.0437 | 0.3330 | 0.2020 | 3.003 4.949| 0.0647 
CoCls....| 0.06659 | 0.04632 | 15.02 | 21.59 | 0.0438 | 0.3645 | 0.2202 | 2.743) 4.541| 0.0656 
IK 0.06060 | 0.04252 | 16.50 | 23.52 | 0.0425 | 0.3246 | 0.1982 | 3.081 5.046 0.0638 


Solvent..| 0.06145 | 0.04272 | 16.27 | 23.41 | 0.0438 | 0.3203 | 0.1954 | 3.122 5.118 0.0639 


TABLE 112.—Viscosity and Fluidity of Solutions in Mixtures of Glycerol and Ethyl Alcohol 
at 25° and 35°. 


Ethyl alcohol. 25 per cent glycerol and ethyl alcohol. 
Solution. : = = 
n 25° n 35? Ф 2 PISS | LO. Doo п 35° |Ф25°| Ф 35°| T. C. 6 
LIII - = Hes Sle сы 
Imprese. 0.01235| 0.009864| 80.92 | 101.37, 0.0253 | 0.04574 0.0330521.86 30.26 | 0.0384 
GOL. ...| 0.01193) 0.009828) 83.80 | 101.75 0.0214 | 0.04919) 0.0361220.33 97.69 | 0.0362 
KI....... 0.01177 0.009600 84.95 | 104.16, 0.0266 | 0.04520) 0.0329022.12 30.39 | 0.0374 


Solvent..| 0.01110) 0.009068 90.07 | 110.28) 0.0224 | 0.04367 0.0318822.90 31.37 | 0.0370 


50 per cent glycerol and ethyl alcohol. |75 per cent glycerol and ethyl alcohol. 


| 


Вы к 0.2275 | 0.1418 4.515) 7.075| 0.0588 | 1.1930 | 0.6455 0.8382) 1.549| 0.0848 
Сос 0.2449 | 0.1569 4.084) 6.375) 0.0561 | 1.3530 | 0.7381 0.7391 1.355) 0.0833 
KI .| 0.2059 | 0.1327 4.856, 7.537 0.0552 | 1.1005 | 0.6038 (0.9089 1.656) 0.0822 


Solvent..| 0.2053 | 0.1323 | 4.871 7.559 0.0552 | 1.0842 | 0.5971 |0.9223| 1.675) 0.0816 


But if we examine the viscosities of the solutions in pure glycerol, we see that the 
effect of the several salts on the viscosity of the solvent is in inverse ratio to the mo- 
lecular volumes of the salts. Potassium iodide, with the largest molecular volume, 
increases the viscosity of glycerol less than does lithium bromide, which has a slightly 
smaller molecular volume. The latter salt, in turn, increases the viscosity of glycerol 
much less than does cobalt chloride, which has much the smallest molecular volume 


1Amer. Chem. Journ., 37, 405 (1907). 
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ofthethree. Relations exactly analogous to these have been pointed out by Jones and 
Veazey, and the mechanism of the effect has been sufficiently discussed in the first 
part of this work. 

The viscosity of pure glycerol at 25? (or 6.330) is 1,120 times that of methyl 
alcohol at the same temperature. A wide range of viscosity has thus been covered, 
yet the same relations hold that obtain in mixtures of the much more fluid solvents 
studied by Jones and his coworkers. The fluidities at 25? are plotted as curves in 
fig. 69. Curve I represents the fluidities of glycerol-methyl alcohol mixtures, curve 
II represents glycerol-water, and curve III represents glycerol-ethyl alcohol. The 
curves resemble the conductivity curves very closely, show the same sagging and 
have no minima. 


TABLE 113.— Viscosity and Fluidity of Solutions in Mixtures of Glycerol and Methyl Alcohol 
at 25° and 35°. 


Methyl alcohol. 25 p. ct. glycerol and methyl alcohol. 

Solution. 
n 25? |om Sie Фф ОБУ COS Cab 2O 135° | Ф 25°|Ф35° T. С.Ф 
MBE 0.006097 0.005305 164.01 188.52 | 0.0149 | 0.02105 0.0164747.51 160.72 | 0.0279 
CoCls....| 0.006365 0.005404157.10 181.65 | 0.0135 | 0.02247 0.0173544.51 |57.64 | 0.0295 
KI s 0.005942 0.005149168.31 194.21 | 0.0154 | 0.02019 0.0158849.52 62.98 | 0.0272 


Solvent..| 0.005654 0.004918176.86 204.59 | 0.0149 | 0.01962) 0.01539/50.97 164.97 | 0.0274 


50 p. ct. glycerol and methyl alcohol. 75 p. ct. glycerol and methyl alcohol. 


Dre 0.1012 | 0.06945 | 9.882 14.40 | 0.0458 | 0.6525 | 0.3803 | 1.532, 2.680 0.0717 
CoCls....| 0.1080 | 0.07451 | 9.258 13.42 | 0.0450 | 0.7379 | 0.4165 | 1.352 2.401 0.0776 
II. 0.0936 | 0.06353 | 10.68 | 15.54 | 0.0474 | 0.6288 | 0.3637 | 1.590) 2.750) 0.0729 


Solvent..| 0.0928 | 0.06379 | 10.78 | 15.68 | 0.0454 | 0.6073 | 0.3532 | 1.647 2.815 0.0709 


TABLE 114.— Viscosity and Fluidity of Solutions in Glycerol at 25? and 35°. 


The temperature coefficient of fluidity of pure glycerol between 25° and 35? 
is 11.53 per cent, and this is very nearly equal to the temperature coefficients of 
conductivity of the salts used in this work. In all the solutions the temperature 
coefficient of fluidity is greater than the temperature coefficients of conductivity, 
as has been hitherto observed in practically all cases. This is probably due partly 
to the decrease in dissociation with rising temperature. 

It will be seen that in the majority of cases the temperature coefficient of fluidity 
of any solution is slightly greater than that of the solvent. As isknown, dissociation 
decreases slightly with rising temperature. This would cause the solution at higher 
temperature to contain a greater number of whole molecules, whose volume would 
be equal to that of their component ions, but whose frictional surfaces would be less. 
This would decrease the total frictional surface of the particles in the solution and 
an increase in the fluidity would result, in addition to that caused by the ordinary 
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increase in the fluidity of the pure solvent. This relation does not hold for all of 
the temperature coefficients of fluidity, but the exceptions are not many, and it 
would seem that an explanation such as the above is at least partially correct. 


150 


100 


Fig. 69.—Fluidities of Glycerol Mixtures at 25°. 


A comparison of the conductivity and fluidity curves shows, 
then, that the two phenomena, in mixtures of glycerol with 
water or the alcohols, are very closely parallel. No minima 
are found, but every curve shows a falling below the straight 
line of averages. Hence, we must conclude that glycerol is a 
solvent resembling water more closely than it does the alcohols, 
in that mixtures containing it do not have additive properties. 
This resemblance to water comes out more strikingly when we 
examine the relative values of the conductivities of the three 
salts studied here, in the different pure solvents. In water, 
cobalt chloride, being a ternary electrolyte, has a greater con- 
ductivity than potassium iodide, and potassium iodide again 
has a conductivity greater than lithium bromide. The same 
order is found in glycerol. In ethyl alcohol, and in the tenth- 
normal solutionsin methyl alcohol, the orderis potassium iodide, 
lithium bromide, cobalt chloride. We have already shown that 
cobalt chloride in ethyl alcohol forms complexes. It is evident 
that in glycerol the same salt does not form complexes, but 
behaves like a normal ternary electrolyte in a strongly dissoci- 
ating solvent. It seems to be broken down, at least partly, 
into three ions, even in the fairly concentrated solutions in 
glycerol; and in this point the latter resembles water rather 
than the alcohols. 

The conductivities of the several electrolytes in pure glycerol 
do not reach limiting values in the dilutions here worked with, 
but the conductivities for 
dilutions of four-hun- 
dredth normal and greater 
are increasing very 
slowly; in other words, 
complete dissociation is 
probably reached in glyc- 
erol solutions at a com- 
paratively small vol- 
50 15 ` 100 ume. This feature again 
recallsthe dissociating ac- 
tion of water. 

If we multiply 0.35, 


Per cent. Glycerol 


the highest conductivity obtained for potassium iodide in glycerol at 25°, by 6.330, 
the viscosity of the solvent at that temperature, the product is 2.22. Similarly, 
at 35° the product is 2.10. These numbers, nearly identical, represent lower limits, 
so to speak, of the product u„n for glycerol. It will be recalled that Walden 
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found this value to be nearly a constant, independent of temperature, for about 
thirty organie solvents. Water and glycol, with values equal to 1.0 and 1.32 
respectively, were exceptions. Glycerol thus becomes another exception with a 
product of at least 2.10. If we compare methyl alcohol, the simplest monacid 
carbinol, with glycol, the simplest diacid carbinol, and with glycerol, the simplest 
triacid carbinol, we see that conductivity does not increase proportional to fluidity, 
but to some fractional power of fluidity. 
SOVEN mt core CH;OH C;H4(OH) C;H;(OH)s 
0.72 1.32 2.10 


A similar conclusion has been drawn by Green! from a study of the conductivity 
and viscosity of solutions of lithium chloride in water containing various amounts 
of sucrose, and he finds that ua = Кф”. 


SUMMARY OF FACTS ESTABLISHED. 


(1) Glycerol, with water, or with methyl or ethyl alcohol, forms binary mixtures 
whose properties are not additive. 

(2) The conductivity curves of three electrolytes in these mixtures in no case 
obey the law of averages. 

(3) The same is true of the fluidity curves. 

(4) The temperature coefficients of conductivity of solutions in pure glycerol 
are very large, and nearly identical with the temperature coefficients of fluidity. 

(5) Glycerol, as a dissociating liquid, resembles water more closely than it does 
the alcohols. 

(6) Conductivity increases with fluidity, but instead of increasing at the same 
rates, varies as some fractional power of fluidity. 


!Journ. Chem. Soc., 93, 2049 (1908). 
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EXPERIMENTAL. 


APPARATUS. 

In this investigation the Kohlrausch method of measuring conductivity has been 
employed, the improved Kohlrausch slide-wire bridge, resistance box, induction coil, 
and telephone receiver being used. The entire apparatus was made and carefully 
calibrated by Leeds, Northrup & Co., Philadelphia, and, in addition, the standard 
resistance was standardized by the United States Bureau of Standards, Washington, 
D. C. The new form of bridge is a great improvement over the ordinary Wheat- 
stone bridge, both in convenience and accuracy. By means of such a bridge readings 
may be duplicated, under favorable conditions, to 0.1 mm. 

The conductivity cells were of the same type as those described by Jones and 
Schmidt! and by Jones and Kreider.! Such cells, as has been stated, have very small 
constants, and hence are well adapted to measuring the conductivity of solutions with 
high resistances. In every case the cell constants were determined by means of a 
potassium chloride solution which was fiftieth normal, repeated determinations made 
at frequent intervals showing only slight variations in the cell constants throughout 
the entire investigation. The molecular conductivity of the fiftieth-normal potas- 
sium chloride solution was taken as 129.7 reciprocal Siemens units at 25°. 

The constant-temperature baths were regulated by electrically controlled regu- 
lators, devised by Reid,? and were kept to within 0.02° of the desired temperature. 
The thermometers were carefully standardized against a certificated Reichsanstalt 
instrument. All flasks, burettes, and other apparatus were carefully calibrated, by 
weighing, to hold aliquot parts of the true liter at 20°. 

SOLUTIONS. 

For the work at 25°, 35°, and 45°, solutions were made up at 30°, while for the 
higher-temperature work the solutions were made up at 50°. In all cases the mother- 
solution was made by direct weighing of the carefully dried, anhydrous salt, and 
from this the N/50 and N/100 solutions were made by dilution. These solutions 
then served as the mother-solutions for the N/200 and N/400, from which, in turn, 
the N/800 and N/1600 solutions were made. The highest dilution was made by 
diluting the N/400 solution four times. 

Measurements were not made at dilutions greater than 1,600, on account of the 
extremely high resistance and consequent difficulty in making the readings. In 
pure glycerol measurements were made at intervals of 5? from 25? to 75^, while in 
the mixed solvents they were made only at 25°, 35°, and 45°. 

SOLVENTS. 

Glycerol.—The glycerol used was Kahlbaum’s best double-distilled product, and 

had a mean specific conductivity of about 0.91077 at 25°. Schmidt had showed 


1А mer. Chem. Journ., 45, 295 (1911). ?Ibid., 41, 148 (1909). 
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that redistillation did not essentially improve this glycerol. Its specific gravity 
showed that it contained about 0.02 per cent of water. The two lots obtained from 
Kahlbaum showed slightly different viscosities, as was indicated by the experimental 
results. 

Water.—The water was purified by the method of Jones and Mackay,! with the 
modification as mentioned by Schmidt, and had a mean specific conductivity of 
19107817259, 

Ethyl and Methyl Alcohols.—The ethyl alcohol was purified by several distillations 
from the very best quality of lime, and block-tin condensers were always used. It 
had a mean conductivity of 1.81077 at 25°. The methyl alcohol was first distilled 
from a small amount of dilute sulphuric acid and then several times from lime. It 
had a mean specific conductivity of 2.0X 10 ® at 25°. 


SALTS. 

In all cases Kahlbaum’s purest specimens were used, and these were recrystallized 
at least three times from conductivity water, carefully dried at 125°, and the solu- 
tions made by direct weighing. 

VISCOSITY. 

The viscosity measurements were made by means of the Ostwald viscosimeter as 
modified by Jones and Veazey,” and the size of the capillary so regulated as to be 
best adapted to glycerol measurements. The method of calibration has been dis- 
cussed in detail by Schmidt. Viscosity wascal culated from the formula; 

Е 

No So to 
in which 7 is the viscosity coefficient for the liquid in question, 70 that of water, S the 
specific gravity of the liquid, t the time of flow of the liquid, S, the specific gravity of 
water at the given temperature, and to the time of flow of the water. Fluidity was 
calculated from the formula 
1 
7 
where 0 represents the fluidity. The values of 7о are taken from the work of Thorpe 
and Rodger,’ being 0.00891 at 25°, 0.00720 at 35°, 0.00598 at 45°, 0.005057 at 55°, 
0.004355 at 65°, and 0.003786 at 75°. 


TEMPERATURE COEFFICIENTS. 


= 


The temperature coefficients, both in per cent and in conductivity units, have been 
calculated, the latter being simply the actual increase in molecular conductivity per 
degree rise in temperature, while the former were calculated from the formula; 

1 499 —p, 25° 
My 25° 10 

The temperature coefficients of fluidity were calculated in the same way. 

Viscosity measurements were made only with the tenth-normal solutions, since at 
higher dilutions the difference between the viscosity of the solution and that of the 
solvent was very slight. 


Temp. coeff. of u, = 


1Amer. Chem. Journ., 17, 83 (1895). 2Zeit. phys. Chem., 61, 641 (1908). 3Loc. cit. 
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Taste 115.—Molecular Conductivities (at 25°, 35°, and 45?) of Electrolytes in Pure Glycerol, together 
with Temperature Coefficients of Conductivity. 


Molecular Temperature coefficients. 

е Per cent. Conductivity units. 

M»25? | 85° | 445° | 25 to 35° |35 to 45° | 25 to 35° | 35 to 45? 

10 | 0.337 | 0.681 | 1.248 | 0.102 0.083 0.0344 0.0567 

50 | 0.368 | 0.754 | 1.384 | 0.105 0.083 0.0386 0.0630 

100 | 0.373 | 0.769 | 1.419 | 0.106 0.085 0.0396 0.0650 

Potassium nitrate...4| 200 | 0.397 | 0.818 | 1.509 | 0.106 0.084 0.0421 0.0691 
400 | 0.397 | 0.818 | 1.510 | 0.106 0.085 0.0421 0.0692 

800 | 0.412 | 0.845 | 1.569 | 0.105 0.086 0.0433 0.0724 

1,600 | 0.431 | 0.900 | 1.739 | 0.108 0.093 0.0469 0.0839 

10 | 0.385 | 0.772 | 1.413 | 0.100 0.083 0.0387 0.0641 

50 | 0.405 | 0.841 | 1.516 | 0.107 0.080 0.0436 0.0675 

100 | 0.412 | 0.844 | 1.538 | 0.105 0.082 0.0432 0.0694 

Potassium chloride..4 200 | 0.415 | 0.850 | 1.545 | 0.105 0.082 0.0435 0.0695 
400 | 0.439 | 0.852 | 1.571 | 0.094 0.084 0.0413 0.0719 

800 | 0.443 | 0.870 | 1.623 | 0.096 0.086 0.0427 0.0753 

1,600 | 0.536 | 0.915 | 1.630 | 0.071 0.078 0.0379 0.0715 

10 | 0.366 | 0.752 | 1.376 | 0.105 0.083 0.0386 0.0624 

50 | 0.369 | 0.752 | 1.396 | 0.104 0.086 0.0383 0.0644 

100 | 0.384 | 0.778 | 1.434 | 0.103 0.084 0.0394 0.0656 

Potassium bromide..4| 200 | 0.385 | 0.782 | 1.435 | 0.103 0.083 0.0397 0.0653 
400 | 0.386 | 0.801 | 1.527 | 0.108 0.091 0.0415 0.0726 

800 | 0.390 | 0.821 | 1.578 | 0.110 0.092 0.0431 0.0757 

1,600 | 0.413 | 0.877 | 1.667 | 0.112 0.090 0.0464 0.0790 

10 | 0.328 | 0.666 | 1.223 | 0.103 0.084 0.0338 0.0557 

50 | 0.351 | 0.711 | 1.319 | 0.102 0.085 0.0360 0.0608 

100 | 0.353 | 0.720 | 1.350 | 0.104 0.087 0.0367 0.0630 

Sodium chloride....4| 200 | 0.372 | 0.753 | 1.409 | 0.102 0.087 0.0381 0.0656 
400 | 0.375 | 0.765 | 1.421 | 0.104 0.086 0.0390 0.0656 

800 | 0.391 | 0.806 | 1.588 | 0.106 0.097 0.0415 0.0782 

1,600 | 0.395 | 0.825 | 1.629 | 0.109 0.097 0.0430 0.0804 

10 | 0.342 | 0.690 | 1.265 | 0.105 0.083 0.0348 0.0575 

50 | 0.364 | 0.737 | 1.361 | 0.102 0.085 0.0373 0.0624 

100 | 0.366 | 0.745 | 1.372 | 0.108 0.084 0.0379 0.0627 

Sodium iodide...... 200 | 0.379 | 0.761 | 1.397 | 0.102 0.084 0.0382 0.0636 
400 | 0.397 | 0.786 | 1.452 | 0.098 0.085 0.0389 0.0666 

800 | 0.388 | 0.760 | 1.418 | 0.096 0.086 0.0372 0.0658 

1,600 | 0.447 | 0.840 | 1.557 | 0.088 0.085 0.0393 0.0717 

10 | 0.318 | 0.646 | 1.192 | 0.103 0.085 0.0328 0.0546 

| 50 1 0.3831 | 0.678 | 1.260 | 0.105 0.086 0.0347 0.0582 

100 | 0.332 | 0.682 | 1.293 | 0.105 0.088 0.0350 0.0611 

Sodium bromide....4| 200 | 0.359 | 0.734 | 1.367 | 0.104 0.087 0.0375 0.0633 
400 | 0.363 | 0.754 | 1.410 | 0.108 0.087 0.0391 0.0656 

800 | 0.379 | 0.784 | 1.465 | 0.107 0.087 0.0405 0.0681 

1,600 | 0.384 | 0.791 | 1.515 | 0.107 0.091 0.0407 0.0724 

10 | 0.303 | 0.617 | 1.129 | 0.103 0.083 0.0314 0.0512 

50 | 0.331 | 0.677 | 1.239 | 0.105 0.083 0.0346 0.0562 

100 | 0.338 | 0.707 | 1.284 | 0.110 er d wees 

ium nitrate...... 200 | 0.355 | 0.735 | 1.362 | 0.107 0. 1 3 

SAD 400 | 0.358 | 0.737 | 1.378 | 0.106 0.087 0.0379 0.0641 
800 | 0.372 | 0.766 | 1.412 | 0.106 0.084 0.0394 0.0646 

(1,600 | 0.386 | 0.796 | 1.544 | 0.106 0.094 0.0410 0.0748 

аа IESUS Huic tus qe fuc у ee шыч свз ыш eet ышы 
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TABLE 115.—Molecular Conductivities (at 25°, 35°, and 45°) of Electrolytes in Pure Glycerol, together 
with Temperature Coefficients of Conductivity—Continued. 


Molecular Temperature coefficients. 
Salt. V conductivity. Per cent. Conductivity units. 
us 25° | u495? | py 45° | 25 t0 35? |85 to 45? | 25 to 35° | 35 to 45° 
10 | 0.393 0.801 | 1.452 | 0.104 0.081 0.0408 0.0651 
50 | 0.411 | 0.849 | 1.543 | 0.106 0.081 0.0438 0.0694 
|| 100 | 0.426 | 0.879 | 1.605 | 0.106 0.083 0.0453 0.0726 
Ammonium chloride.4| 200 | 0.427 | 0.889 | 1.623 | 0.108 0.082 0.0462 0.0734 
400 | 0.432 | 0.889 | 1.639 | 0.106 0.084 0.0457 0.0750 
800 | 0.440 | 0.931 | 1.696 | 0.111 0.082 0.0491 0.0765 
1,600 | 0.442 | 0.948 | 1.709 | 0.112 0.080 0.0506 0.0761 
10 | 0.373 | 0.758 | 1.391 | 0.108 0.083 0.0385 0.0633 
50 | 0.391 | 0.802 | 1.490 | 0.105 0.085 0.0411 0.0688 
100 | 0.397 | 0.824 | 1.531 | 0.107 0.086 0.0427 0.0707 
Ammonium bromide.4| 200 | 0.422 | 0.878 | 1.632 | 0.107 0.086 0.0456 0.0754 
400 | 0.430 | 0.889 | 1.642 | 0.107 0.085 0.0459 0.0753 
800 | 0.444 | 0.926 | 1.694 | 0.109 0.083 0.0482 0.0768 
1,600 | 0.492 | 1.034 | 1.864 | 0.110 0.080 0.0542 0.0830 
10 | 0.345 | 0.696 | 1.272 | 0.102 0.083 0.0351 0.0576 
50 | 0.379 | 0.778 | 1.440 | 0.105 0.085 0.0399 0.0662 
100 | 0.392 | 0.805 | 1.488 | 0.106 0.085 0.0413 0.0683 
Ammonium nitrate.. 200 | 0.407 | 0.840 | 1.547 | 0.106 0.084 0.0433 0.0707 
400 | 0.417 | 0.869 | 1.594 | 0.108 0.083 0.0452 0.0725 
800 | 0.396 | 0.825 | 1.579 | 0.108 0.091 0.0429 0.0754 
1,600 | 0.437 | 0.917 | 1.651 | 0.109 0.080 0.0480 0.0734 
10 0-315 5056049 5159219 OL 0.084 0.0349 0.0557 
50 | 0.432 | 0.915 | 1.695 | 0.111 0.085 0.0483 0.0780 
100 | 0.464 | 0.978 | 1.808 | 0.111 0.084 0.0514 0.0825 
Barium chloride....4| 200 | 0.502 | 1.056.) 1.9512 0.110 0.085 0.0554 0.0895 
400 | 0.520 | 1.101 | 1.994 | 0.112 0.081 0.0581 0.0893 
800 | 0.561 | 1.197 | 2.230 | 0.113 0.086 0.0636 0.1033 
1,600 | 0.565 | 1.332 | 2.368 | 0.136 0.078 0.0767 0.1036 
10 | 0.330 | 0.696 | 1.314 | 0.111 0.089 0.0366 0.0618 
50 | 0.396 | 0.832 | 1.566 | 0.110 0.088 0.0436 0.0734 
100 | 0.426 | 0.900 | 1.698 | 0.111 0.089 0.0474 0.0798 
Barium bromide....4| 200 | 0.443 | 0.938 | 1.774 | 0.112 0.089 0.0495 0.0836 
400 | 0.474 | 1.001 | 1.896 | 0.111 0.089 0.0527 0.0895 
80035025202 8151972 29 51:152 ONG 0.088 0.0607 0.0988 
1,600 | 0.530 | 1.157 | 2.200 | 0.118 0.090 0.0627 0.1043 
10 | 0.246 | 0.517 | 0.959 | 0.110 0.085 0.0271 0.0442 
50915079472 80-7388 5136 78 ОЗ 0.085 0.0391 0.0629 
| : 100 | 0.368 | 0.792 | 1.479 | 0.115 0.087 0.0424 0.0687 
Barium nitrate......4| 200 | 0.401 | 0.871 | 1.634 | 0.117 0.088 0.0470 0.0763 
400 | 0.414 | 0.904 | 1.719 | 0.117 0.090 0.0490 0.0815 
800 | 0.456 | 0.988 | 1.871 | 0.117 0.090 0.0532 0.0883 
1,600 | 0.462 | 0.991 | 1.897 | 0.114 0.091 0.0529 0.0906 
10 | 0.245 | 0.519 | 0.972 0.112 0.087 0.0274 0.0453 
50 | 0.324 | 0.687 1.298 | 0.112 0.089 0.0363 0.0611 
| 3 100 | 0.340 | 0.729 | 1.374 0.114 0.088 0.0389 0.0645 
Calcium bromide....4| 200 | 0.373 | 0.803 | 1.514 | 0.115 0.089 0.0430 0.0711 
400 | 0.386 | 0.833 | 1.556 | 0.116 0.090 0.0447 0.0723 
800 | 0.395 | 0.882 | 1.721 | 0.123 0.095 0.0487 0.0839 
1,600 | 0.408 | 0.909 | 1.743 | 0.123 0.092 0.0501 0.0834 
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TABLE 115.—Molecular Conductivities (at 25°, 35°, and 45°) of Electrolytes in Pure Glycerol, together 
with Temperature Coefficients of Conductivity—Continued. 


Хос "Temperature coefficients. 
Salt. V conductivity. | Per cent. Conductivity units. 
| | | 

кє 25°) uy 35^ | ug 45° | 25 to 35? | 35 to 45? | 25 to 35° | 35 to 45° 

10) ) 0.264 | 0.556 | 1.054 | 0.111 0.089 0.0292 0.0498 

50 | 0.340 | 0.717 | 1.362 | 0.112 0.090 0.0377 0.0645 

{ | 100 | 0.365 | 0.776 | 1.468 | 0.112 0.089 0.0411 0.0692 
Strontium bromide..4| 200 | 0.388 | 0.831 | 1.581 | 0.113 0.090 0.0443 0.0750 
400 | 0.391 | 0.876 | 1.659 | 0.119 0.089 0.0485 0.0783 

800 | 0.409 | 0.886 | 1.681 | O.117 0.089 0.0477 0.0795 

1,600 | 0.428 | 0.924 | 1.758 | 0.117 0.090 0.0496 0.0834 

10 | 0.235 | 0.501 | 0.934 | 0.113 0.086 0.0266 0.0433 

50065025232 80536870015 292^ O12 0.088 0.0364 0.0605 

100 | 0.349 | 0.744 | 1.394 | 0.113 0.087 0.0395 0.0650 

Strontium nitrate... 200 | 0.392 | 0.833 | 1.563 | 0.112 0.088 0.0441 0.0730 
400 | 0.401 | 0.872 | 1.686 | 0.117 0.093 0.0471 0.0814 

800 | 0.411 | 0.891 | 1.671 0.117 0.087 0.0480 0.0780 

1,600 | 0.449 | 0.945 | 1.759 | 0.110 0.086 0.0496 0.0814 

10 | 0.270 | 0.546 | 1.008 | 0.102 0.084 0.0276 0.0457 

50 | 0.369 | 0.744 | 1.373 | 0.101 0.085 0.0375 0.0629 

100 | 0.391 | 0.784 | 1.450 | 0.100 0.085 0.0393 0.0666 

Cobalt chloride..... 4 200 | 0.455 | 0.911 | 1.691 | 0.100 0.086 0.0456 0.0780 
400 | 0.473 | 0.959 | 1.779 | 0.108 0.085 0.0486 0.0820 

800 | 0.497 | 1.005 | 1.856 | 0.102 0.085 0.0508 0.0851 

1,600 | 0.519 | 1.040 | 1.920 | 0.100 0.085 0.0521 0.0880 

10 | 0.364 | 0.744 | 1.370 | 0.104 0.084 0.0380 0.0626 

50 | 0.460 | 0.932 | 1.702 | 0.103 0.083 0.0472 0.0770 

100 | 0.468 | 0.953 1.748 | 0.104 0.083 0.0485 0.0790 

Cobalt bromide..... 200 | 0.514 | 1.045 | 1.911 | 0.108 0.083 0.0531 0.0866 
400 | 0.533 | 1.076 | 1.967 | 0.102 0.083 0.0548 0.0891 

800 | 0.552 | 1.103 | 2.031 | 0.100 0.084 0.0551 0.0928 

1,600 | 0.564 | 1.091 2.005 | 0.093 0.084 0.0527 0.0914 


TABLE 116.—Molecular Conductivities (at 55°, 65°, and 75°) of Electrolytes in Glycerol, together 
with Temperature Coefficients of Conductivity. 


| r ficients. 
Molecular | Temperature coe ups 
Salt. V conduetivity. Per cent. | Conductivity units. 
Hy 559 | us 65? | uo 75? | 55 to 65° | 65 to 75° | 55 to 65° | 65 to 75° 
| 10 | 2.391 | 3.755 | 5.601 | 0.057 0.049 0.1364 0.1846 
| 50) 2.601 | 4.124 | 6.176 | 0.059 0.050 0.1523 0.2052 
100 | 2.707 | 4.252 | 6.300 | 0.057 0.048 0.1545 0.2048 
Potassium chloride..4| 200 | 2.734 | 4.341 | 6.489 | 0.059 0.050 0.1607 0.2148 
400 | 2.738 | 4.470 | 6.691 | 0.063 0.050 0.1732 0.2221 
800 | 2.817 | 4.562 | 6.862 | 0.062 0.050 0.1745 0.2300 
1,600 | 2.940 | 4.693 | 6.891 | 0.060 0.047 0.1753 0.2198 
10 | 2.293 | 3.619 | 5.332 | 0.058 0.047 0.1326 0.1713 
50 | 2.453 | 3.906 | 4.786 | 0.059 0.048 0.1453 0.1880 
100 | 2.557 | 4.062 | 6.080 | 0.059 0.050 0.1505 0.2018 
Potassium bromide... 200 | 2.606 | 4.122 | 6.154 | 0.057 0.049 0.1516 0.2032 
400 | 2.680 | 4.275 | 6.317 | 0.059 0.048 0.1595 0.2042 
| 800 | 2.705 | 4.286 | 6.408 | 0.058 0.050 0.1581 0.2122 
(1,600 | 2.770 | 4.400 | 6.897 | 0.059 0.057 | 0.1630 0.2497 
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TABLE 116.—Molecular Conductivities (at 55°, 65°, and 75°) of Electrolytes in Glycerol, together 
with Temperature Coefficients of Conductivity—Continued. 


r ficients. 
Molecular Temperature coefficients TS 
Salt. y conduetivity. Per cent. Conductivity units. | 
Ly 55? | us 65? | и, 75? | 55 to 65° | 65 to 75° | 55 to 65° | 65 to 75? 
10 | 2.006 | 3.153 | 4.763 | 0.057 0.051 0.1147 0.1610 
50 | 2.203 | 3.500 | 5.262 | 0.059 0.050 0.1297 0.1762 
100 | 2.299 | 3.656 | 5.504 | 0.059 0.050 0.1357 0.1848 
Sodium bromide....4| 200 | 2.325 | 3.683 | 5.566 | 0.058 0.051 0.1358 0.1883 
400 | 2.397 | 3.715 | 5.753 | 0.055 0.056 0.1318 0.2038 
800 | 2.438 | 3.760 | 5.864 | 0.054 0.055 0.1322 0.2104 
1,600 | 2.493 | 3.965 | 5.938 | 0.059 0.050 0.1472 0.1973 
10 | 2.101 | 3.300 | 4.878 | 0.057 0.048 0.1199 0.1578 
50 | 2.246 | 3.568 | 5.407 | 0.059 0.051 0.1322 0.1839 
100 | 2.347 | 3.731 | 5.590 | 0.059 0.050 0.1384 0.1859 
Sodium iodide...... 4| 200 | 2.377 | 3.756 | 5.604 | 0.058 0.049 0.1379 0.1848 
400 | 2.441 | 3.865 | 5.822 | 0.058 0.051 0.1424 0.1957 
800 | 2.410 | 3.833 | 5.745 | 0.059 0.050 0.1423 0.1912 
1,600 | 2.591 | 4.263 | 6.415 | 0.064 0.064 0.1672 0.2152 
10 | 2.785 | 4.313 | 6.285 | 0.054 0.046 0.1528 0.1972 
50 | 2.863 | 4.498 | 6.593 | 0.057 0.047 0.1635 0.2095 
100 | 3.109 | 4.821 | 7.083 | 0.055 0.046 0.1712 0.2212 
Ammonium chloride.4| 200 | 3.144 | 4.789 | 7.018 | 0.052 0.046 0.1645 0.2229 
400 | 3.146 | 4.858 | 7.162 | 0.054 0.046 0.1712 0.2304 
800 | 3.252 | 5.051 | 7.409 | 0.055 0.047 0.1799 0.2358 
1,600 | 3.224 | 5.015 | 7.351 | 0.056 0.046 0.1791 0.2336 
10 | 2.558 | 3.942 | 5.873 | 0.054 0.049 0.1384 0.1931 
50 | 2.766 | 4.250 | 6.310 | 0.054 0.048 0.1484 0.2060 
100 | 2.907 | 4.458 | 6.772 | 0.053 0.052 0.1551 0.2314 
Ammonium nitrate.. 200 | 2.947 | 4.580 | 6.844 | 0.055 0.049 0.1633 0.2264 
400 | 3.015 | 4.661 | 6.956 | 0.054 0.049 0.1646 0.2295 
800 | 3.103 | 4.754 | 7.107 | 0.053 0.049 0.1651 0.2353 
1,600 | 3.194 | 4.923 | 8.372 | 0.054 0.050 0.1729 0.2449 
10 | 2.262 | 3.565 | 5.300 | 0.058 0.049 0.1303 0.1735 
50 | 2.856 | 4.480 | 6.725 | 0.057 0.050 0.1624 0.2245 
100 | 3.106 | 4.906 | 7.304 | 0.058 0.049 0.1800 0.2394 
Barium nitrate...... 1| 200 | 3.362 | 5.269 | 7.858 | 0.057 0.049 0.1907 0.2589 
400 | 3.555 | 5.629 | 8.555 | 0.058 0.052 0.2074 0.2926 
800 | 3.757 | 5.987 | 9.046 | 0.060 0.051 0.2230 0.3059 
1,600 | 3.942 | 6.236 | 9.466 | 0.058 0.052 0.2294 0.3230 
10 2.243 | 3.576 | 5.378 | 0.059 0.050 0.1333 0.1802 
БО 2-727 | 4.312) | 6.442 1 (0.058 0.049 0.1585 0.2130 
100 | 2.900 | 4.610 | 6.880 | 0.059 0.049 0.1710 0.2270 
Strontium chloride. . 200 | 3.101 | 4.946 | 7.423 | 0.059 0.050 0.1845 0.2477 
400 | 3.314 | 5.257 | 7.855 | 0.059 0.049 0.1943 0.2598 
800 | 3.389 | 5.400 | 8.078 | 0.059 0.049 0.2011 0.2678 
1,600 | 3.645 | 5.750 | 8.780 | 0.058 0.053 0.2105 0.3030 
10 | 1.789 | 2.778 | 4.102 | 0.055 0.048 0.0989 0.1324 
50 | 2.373 | 3.686 | 5.447 | 0.055 0.048 0.1313 0.1761 
100 | 2.610 | 4.074 | 6.024) 0.056 0.048 0.1464 0.1950 
Cobalt chloride..... 200 | 2.890 | 4.513 | 6.687 | 0.056 0.048 0.1623 0.2174 
400 | 3.104 | 4.864 | 7.236 | 0.057 0.049 0.1760 0.2872 
800 | 3.286 | 5.178 | 7.750 | 0.057 0.050 0.1892 072572 
11,600 | 3.471 | 5.503 | 8.247 | 0.058 0.050 0.2032 0.2744 
10 | 2.340 | 8.676 | 5.462 | 0.057 0.048 0.1336 0.1786 
50 | 2.905 | 4.561 | 6.841 | 0.057 0.050 0.1656 0.2280 
100 | 2.952 | 4.628 | 6.954 | 0.057 0.050 0.1676 0.2326 
Cobalt bromide..... 4| 200 | 3.229 | 5.068 | 7.584 | 0.057 0.050 0.1839 0.2516 
400 | 3.388 | 5.242 | 7.904 | 0.057 0.051 0.1904 0.2662 
800 | 3.429 | 5.4201 8.549. | 0.058 0.060 0.1991 0.3129 
1,600 | 3.400 | 5.399 8.112 | 0.059 0.051 0.1999 0.2713 | 


TABLE 117.— Data for the Molecular Conductivit 
25°, 35°, and 45°), in Per Cent and in Conducti 
Ammonium Bromide, and Strontium Chlori 
Methyl Alcohol, and Ethyl Alcohol. 
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y and Temperature Coefficients of Conductivity (at 
vity Units, for Potassium Chloride, Sodium Nitrate, 
de in the Various Mixtures of Glycerol with Water, 


ا ا ا 


Temperature coefficients. 


Salt. 


Potassium chloride in 
a mixture of 75 per 
cent glycerol with 
water 


Potassium chloride in 
a mixture of 50 per | 
cent glycerol with 
water 


Potassium chloride in 
a mixture of 25 per 
cent glycerol with 
water 


Potassium chloride in 
water 


Potassium chloridein 
a mixture of 75 per 
cent glycerol with 
ethyl alcohol 


Potassium chloride in 
a mixture of 50 per ) 
cent glycerol with 
ethyl alcohol 


Potassium chloride in 
a mixture of 25 per | 


ethyl alcohol 


cent glycerol with 


Molecular 
conductivity. 


My 25° 


кҥҥнҥн н 


[My 45? 


11.92 
13.04 
13.09 


Per cent. Conductivity units. 
25 to 35° | 35 to 45°| 25 to 35? | 35 to 45° 
0.055 0.044 0.296 0.363 
0.056 0.045 0.322 0.404 
0.055 0.044 0.322 0.401 
0.055 0.046 0.332 0.432 
0.055 0.046 0.351 0.458 
0.055 0.043 0.366 0.439 
0.056 0.047 | 0.364 0.477 
0.034 0.027 0.804 0.869 
0.034 0.029 0.872 0.995 
0.034 0.032 0.873 1.095 
0.034 0.030 0.887 1.056 
0.034 0.029 0.983 1.128 
0.034 0.028 1.007 1.109 
0.034 0.027 1.055 1.121 
0.025 0.021 | 1.471 1.564 
0.026 0.020 | 1.689 1.674 
0.024 0.022 1.626 1.814 
0.025 0.021 1.721 1.802 
0.024 0.021 1.817 1.920 
0.024 0.021 | 1.845 2.038 
0.025 050230117999 2.234 
0.019 0.016 2.26 2.94 
0.019 ОО (2.48 2.67 
0.020 ОККО 265 2.62 
0.019 0.017 | 2.63 2.74 
0.020 0.017 | 2.77 2.84 
0.020 ОЛОК ON 2Z 2.90 
0.021 OO 20 2.86 
0.069 0.059 0.084 0.121 
0.072 0.060 0.094 0.134 
0.073 0.058 0.099 0.135 
0.072 0.060 0.102 0.147 
0.072 0.060 0.110 0.159 
0.073 0.060 0.113 0.160 
0.071 0.059 0.113 0.160 
0.046 0.040 0.141 0.181 
0.047 0.042 0.167 0.217 
0.050 0.040 0.187 0.223 
0.045 0.041 0.185 0.243 
0.049 0.041 0.216 0.271 
0.049 0.042 0.224 0.295 
0.048 0.043 0.222 0.295 
0.028 0.028 | 0.205 0.263 
0.030 0.026 | 0.247 0.283 
0.031 0.027 0.286 0.324 
0.031 0.028 | 0.305 0.359 
0.035 0.025 0.399 0.384 
0.032 0.029 0.380 0.460 
0.032 0.028 0.394 0.475 
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Taste 117.— Data for the Molecular Conductivity and Temperature Coefficients of Conductivity (at 
25°, 35°, and 45°), in Per Cent and in Conductivity Units, for Potassium Chloride, Sodium Nitrate, 
Ammonium Bromide, and Strontium Chloride in the Various Mixtures of Glycerol with Water, 
Methyl Alcohol, and Ethyl Alcohol—Continued. З 


Molecular Temperature coefficients. 
Salt. y pe Per cent. Conductivity units. 
u, 25° | „85° | 2,452 | 25 to 35° |35 to 45° | 25 to 35° | 35 to 45° 
10| 2.22| 3.58| 5.43! 0.061 | 0.052 | 0.136 0.185 
т UTI: 50) 2.41| 3.93| 5.91 | 0.063 | 0.050 0.152 0.198 
otassium c "m em 100) 2547 407 6-143209 01064 | 05050 0.160 0.204 
c Md wd 2003! 12:583 ©4121") OSS O06 4} 103051 0.163 0.217 
pee нун TA 400 | 7977831 04:52, 16.881, 20:002. | 10:052 0.174 0.236 
methylalcohol.... | 800| 283! 464| 7.07 | 0.064 | 0.052 0.181 0.243 
1,600 | 2.83 | 4.62| 6.99 | 0.063 | 0.051 0.179 0.237 
10| 8.10 | 11.09 | 14.54 | 0.037 | 0.031 0.299 0.345 
pO mehfahidei 50| 9.24 | 12.75 | 16.71 | 0.038 | 0.031 0.351 0.396 
EUIS оез 100! 9.59 | 13.17 | 17.48! 0.037 | 0.033 0.358 0.431 
Be cecal рег. 200 | 10.05 | 13.77 | 18.22 | 0.037 | 0.032 0.372 0.445 
М Я d 400 | 11.04 | 15.20 | 20.17 | 0.038 | 0.082 0.416 0.497 
шолу S CON ON ec RHO T1720) 051943 OA) OOS 9086083 0.414 0.507 
1,600 | 11.38 | 15.63 | 20.64 | 0.036 | 0.032 | 0.425 0.501 
| 10|21.76 | 26.55 | 31.11 | 0.022 | 0.017 0.479 0.456 
: eae || 805) 95.954 атат то 10.022: 9). 102020 0.560 0.630 
eee 100 | 27.57 | 33.65 | 40.36 | 0.022 | 0.020 | 0.608 | 0.671 
Me ККББ Tn 200 | 28.72 | 35.34 | 42.30 | 0.023 | 0.020 0.662 0.696 
SR ME ДЫ 400 | 31.01 | 38.19 | 45.51| 0.023 | 0.019 0.718 0.732 
y =-= || 800 | 33.15 | 50.70 | 48:85 | 0.023 | 0.020 0.755 0.815 
|| 1,600 | 33.99 | 42.05 | 49.55 | 0.024 | 0.018 | 0.806 | 0.750 
| 10| 4.88| 7.46 10.80 0.058 | 0.045 0.258 0.334 
; А : | 50| 5.87 | 8.39 | 12.03 | 0.05 0.043 0.302 0.364 
Podium nitrate in à 5.100 | 5745 | 844 12:33 |-0.055, 0:046 | 0.290 | "0:889 
EE R ER 200 | 5.63 | 8.68 | 12.58| 0.054 | 0.045 0.305 0.390 
nc d 400 | 6.09| 9.35 | 13.65 | 0.053 | 0.046 0.326 0.430 
ое per ees | 800| 6.34 9.75 | 14.20 | 0.054 | 0.045 0.341 0.445 
1,600 | 6.37 | 9.75 | 14.34 | 0.053 | 0.047 0.338 0.459 
| р 13-87 25.41 2509 0.035 0.030 0.654 0.762 
А DM. 50 | 20.60 | 27.84 | 36.08 | 0.03 0.030 0.724 0.824 
Sodium nitrate in à 109 | 21.26 | 28.79 | 37.35) 0:058 | 0.030 | 0.753 |. 
TM MM E em 200 | 21.46 | 29.34 | 37.98 | 0.037 | 0.029 0.788 0.864 
Ee 400 | 21.69 | 29.63 | 38.42 | 0.036 | 0.029 0.794 0.879 
оар 800: | 23.73. 5170 49 1731 O04 02088 0.801 1.043 
11,600 24.53 | 32.57 | 43.69 | 0.033 | 0.034 0.804 1112 
| MSS 60.40 73.81 0.025 | 0.022 | 1.221 1.341 
em і А | 52. 64.90 | 80.77 | 0.024 | 0.024 1:973 1.587 
Sodium nitrate in à | i09 | 53.65 | 68.25 | 82.75| 0.027 | 0.021 | 1.460 | | 
2 via] oh 200 | 54.47 | 69.18 | 84.41 | 0.027 | 0.022 1.471 1.523 
d | 400 | 55.25 | 69.74 | 86.03 | 0.026 | 0.023 1.449 1.629 
ES eese a 800 | 60.09 | 75.35 | 93.20 | 0.025 | 0.024 1.526 1.785 
11,600 | 62.03 | 77.90 | 96.30 | 0.025 | 0.023 1.587 1.840 
10| 94.7 113.4 |133.2 | 0.020 | 0.017 1.57 1.98 
Eo 108-8 a 147.5 | 0.020 | 0.018 212 2.95 
NT. : А .7 1127.0 149.5 | 0.091 | 0.018 2.98 2.95 
Sodium nitrate inj 900 107.8 130.5. 1153.2 | 0.021 | 0:017 | 2:27 | 2.27 
icto Iu 400 113.7 |135.3 159.6 | 0.019 | 0.018 2.16 2.43 
800 113.0 1135.8 160.1 | 0.020 | 0.018 2.98 2.43 
11,600 116.0 142.6 169.7 | 0.023 | 0.019 2.66 X 
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TaBLE 117.— Data for the Molecular Conductivity and Temperature Coefficients of Conductivity (at 
25°, 35°, and 45°), in Per Cent and in Conductivity Units, for Potassium Chloride, Sodium Nitrate, 
Ammonium Bromide, and Strontium Chloride in the Various Mixtures of Glycerol with Water, 
Methyl Alcohol, and Ethyl Alcohol—Continued. 


Molecular 


Temperature coefficients. 
conductivity. у 


> | 
Per cent. Conductivity units. 


us 35° | wy 45° |25 to 35° 35 to 45? | 25 to 35° | 35 to 45° 


ТОЕ: 0.074 0.058 i .102 


Е : E 0.070 0.060 
Sodium nitrate in a 0.074 0.058 


mixture of 75 рег || ; 

cent glycerol with ; : : 0.074 0.060 

ethyl aleohol : : 0.072 | 0.058 
0.075 0.058 


0.074 0.060 


0.046 0.038 


4 А А А р : 0.047 0.040 
Sodium nitrate in a Uu 0.047 0.041 


mixture of 50 per ae 
cent glycerol with | 1 | с т 
ethyl alcohol i ОБ 0 048 0.039 


0.049 | 0.043 


ossssss oc 


0.028 | 0.024 


"n AS RR 5 А 0.029 | 0.025 
Sodium nitrate in a | , 0.029 0.097 


mixture of 25 per 0.029 0.027 
cent glycerol with 3 $8591. 0.030 0.027 
ethyl alcohol | .38| 0.029 | 0.026 


0.030 | 0.024 


0.060 0.052 


es l E | | 0.065 | 0.055 
Sodium nitrate in a ) ‘5g | 0.065 0.052 


mixture of 75 per ў 0 071 0.054 
cent glycerol with | i ‘991 6. 0.065 | 0.051 
methyl alcohol.... | ; ( 0.061 | 0.053 


0.051 


0.031 


Sodium nitrate in a 0 | NUR 


mixture of 50 per 
cent glycerol with | H "AB. |G: е 
methyl alcohol. ... : `87 | 19. 0.032 


0.029 


0.021 


Sodium nitrate in a ; "91 | 40. on 


mixture of 25 per | ; .97 | 42. 0.020 
cent glycerol with 0.020 
methyl alcohol ... | 0.49 | 48. 0.019 


0.019 


0.045 


2 ( | 0.045 
Ammonium bromide ; А i 


in a mixture of 75 | 0.045 
per cent glycerol ; 55 | 0.045 
with water 9: AS cate 0.043 
0.042 
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Taste 117.— Data for the Molecular Conductivity and Temperature Coefficients of Conductivity (at 
25°, 35°, and 45°), in Per Cent and in Conductivity Units, for Potassium Chloride, Sodium Nitrate, 
Ammonium Bromide, and Strontium Chloride in the Various Mixtures of Glycerol with Water, 
Methyl Alcohol, and Ethyl Aicohol—Continued. 


Molecular | Temperature coefficients. 

Salt. LE сопу Per cent. | Conductivity units. 
| d | - = ран Е — 

ро 25° | и, 35° | и, 45° | 25 to 35°|35 to 45° | 25 to 35? | 35 to 45° 

(| 10-| 24.31 | 32.58 | 42.06 | 0.034 | 0.029 0.827 0.948 

E ium bromide || 50 | 25.74 | 34.54 | 44.50 | 0.034 | 0.029 0.880 1.005 
mo uxture of 50 | 100 | 26-62 | 35.61 | 45.65 0.034 | 0.028 0.899 1.004 
vent zlveerol]|| 200 | 27-01 | 36.12 46.44 0.033 ^ 0.028 | 0.911 1.032 
Барисов E'YCerO || 400 | 27.86 | 37.32 | 47.87 | 0.034 | 0.028 | 0.946 1.055 
BuU ауе. || 800 | 30.20 | 40.54 | 52.33 | 0.034 | 0.029 | 1.034 | 1.179 
1,600 | 32.58 | 43.00 | 54.79 | 0.032 | 0.027 1.042 1.179 

10 | 61 45 | 76.93 | 92.72 | 0.025 | 0.020 | 1.548 1.579 

nf ‘um bromide | 50 | 66-55 | 83.43 101.38 | 0.025 | 0.021 | 1.688 1.795 
патоп rture of 25 || 200 | 67-68 | 84.90 103.56 | 0.025 | 0.022 | 1.722 | 1.866 
т а cent zlveerol]| 200 | 69.32 | 86.80 104.52) 0.025 | 0.020 1.748 15712 
uiu tim S'YCerO || 400 | 70.69 | 88.08 106.74 | 0.024 | 0.021 1.739 1.866 
na UU. cu | 800 | 71.29 | 89.82 108.68 | 0.026 | 0.021 1.853 1.886 
1,600 | 71.34 | 89.58 |107.96 | 0.025 | 0.020 1.824 1.836 

10 122.7 148.6 |173.2 | 0.021 | 0:016 2.59 2.46 

| 50 131.4 158.2 185.8 | 0.020 | 0.017 | 2.68 2.76 

X um bromide || 100 133.5 |159.4 387.1 | 0.020 | 0.017 | 2.59 2-4 
deerit E 23 0200 LOO SIGS. 101-1) СО ОДС ОГО 2.85 279 
ЭА I e ust 400 138.2 |166.6 195.7 | 0.020 | 0.017 2.84 2.91 
800 142.0 [170.7 199.3 | 0.020 | 0.017 2.87 2.86 

1600 147.2 172.9 205.6 | 0.018 | 0.018 257 3:27 

OA 2.28.4. 855 TOA | "020580 07093 0.130 

tou Бо IAS | 2266 579,971. OOD 20.056: OIE 0.142 
cm nouide || 100 | 1.50| 2.59| 4.11 | 0.072 | 0.058 | 0.109 0.152 
cent I 200. 1101) 2.27.) 4,31. | 0,0725. оова ов 0.154 
vith ethyl alcohol, || 400| 1.55] 2.62) 4.28 | 0.075 | 0.061 0.117 0.161 
ш лу: "|| 800| 1.65) 2.85| 4.46| 0.072 | 0.057 0.120 0.161 
11,600 | 1.67 | 2.82, 4.50] 0.070 | 0.059 0.115 0.168 

10| 3.69| 5.43 | 7.59 | 0.047 | 0.040 | 0.174 | 0.216 

р: 112050 14.30 126.281 8.77 | 0.046- | 0.040 0.198 0.249 

uc cde zd 100 | 4.45| 6.76 | 9.22| 0.052 | 0.037 0.231 0.24 
oer cent “olveevol 1:200 | 4:08 |) 0:90 119.72. | 0.047) OOO 222 0.282 
Po hethvlabsohol.]| 400| 4.72| 7.06) 9.88| 0.049 | 0.040 | 0.234 0.282 
esas emn sq Н 15:02: 177.48 Т ЛЫР УО 1050202 509216 0.297 
1,600 | 5.10 | 7.59 | 10.51 | 0.049 | 0.039 0.249 0.292 

| | 

f 10| 8.51} 10.85 13.89 | 0.026 | 0.024 0.234 0.254 

x «a1 ЙК ЕЛ КБИ НЕТИ Су OO | 307025 0.340 0.343 
Ammonium bromide (уу 31745. 14.81 | 18.59 |. 0.029.| 0.025 | оо 
рег cent glycerol || 200 | 12.50 | 16.23 | 20.41 | 0.030 | 0.026 0.378 0.418 
with ethylaleohol. || 409 | 12.94 | 16.87 | 21.23 | 0.08 0.026 0.393 0.436 
ш "|| 800 | 13.92 | 18.12 | 23.07 | 0.08 0.027 0.420 0.495 

11,600 | 14.38 | 18.91 | 24.05 | 0.031 | 0.027 | 0.453 0.514 

10|16.7 |19.3 | 21.6 | 0:016 | 0.012 | 0.260 0.230 

| E E 275 00 OO OOS 0.30 0.360 

иЕе PARI 60 581.1.4.85.8 4) OO О ОЛ 0.420 0.440 
P MES 200 | 29.8 |34.7 |39.8 | 0.016 | 0.014 | 0.490 | 0.510 
7 400 | 34.5 |40.0 | 47.2 | 0.016 | 0.018 0.550 0.720 

| 800|37.6 | 44.2 | 51.0 | 0.018 | 0.015 0.660 0.680 

(1,600 | 39.6 | 46.4 | 54.5 | 0.018 | 0.017 0.680 0.810 
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Tasty 117.— Data for the Molecular Conductivity and Temperature Coefficients of Conductivity (at 
25°, 35°, and 45°), in Per Cent and in Conductivity Units, for Potassium Chloride, Sodium Nitrate, 
Ammonium Bromide, and Strontium Chloride in the Various Mixtures of Glycerol with Water, 
Methyl Alcohol, and Ethyl Alcohol—Continued. 


| Molecular Temperature coefficients. 
Salt. V | conductivity. Per cent. Conductivity units. 
My 25? | u, 35? | n, 45? | 25 to 35° |35 to 45° | 25 to 35° | 35 to 45° 
( n 2.50| 4.00| 6.04) 0.060 | 0.051 0.150 | 0.204 
"n e. 50| 2.70| 4.42| 6.91| 0.064 | 0.056 0.172 0.249 
E ne 100| 2.87| 4.60} 6.91| 0.064 | 0.050 | 0.183 | 0.231 
e certi cee, 12:94 ато 7.23 | .0.063 (|. 0.051 0.185 0.244 
Lu рот 400 | 2.94 | 4.80 | 7.23 | 0.063 | 0.050 0.186 0.243 
E '|| 800| 3.05 | 5.01) 7.53 | 0.064 | 0.050 0.196 0.252 
1,600 | 3.06 | 4.99 | 7.62| 0.063 | 0.052 0.193 0.263 
10| 9.66 | 13.03 | 16.86 | 0.035 | 0.029 0.337 0.383 
n. d 50 | 10.99 | 14.78 | 19.33 | 0.034 | 0.031 0.379 0.455 
ко de 100 | 11.33 | 15.44 | 21.13 | 0.036 | 0.037 | 0.411 | 0.569 
E SUE ot cero] 1} 200 | 11.74 | 16.06 | 21.03 | 0.037 | 0.031 | 0.432 0.497 
Pithmethvialcehol!| 400 11.99 | 16.43 | 21.59 | 0.037 | 0.031 | 0.444 | 0.516 
ООО I2 271 17.00 92-30. | 30:040 | O01 0.478 0.530 
1,600 | 12.63 | 17.48 | 22.90 | 0.038 | 0.031 | 0.485 0.542 
| сїй 260 7|-31.4 | 37:8 | 0.020: 0.019 0.540 0.590 
" one 50 | 30.1 | 36.5 | 43.9 | 0.021 | 0.020 0.640 0.740 
pue bromide лб | 32-41 зоа [ато |- 0.021: 0:019: |-— 0:700. |. 0.760 
Eu ec a Сз 5 41:15049.7 А 0.022 20.0217) 0.7409) 0-860 
P thmethvislcoho]! 400 | 34.9 | 42.5 |51.1 | 0.022 | 0.020 | 0.760 0.860 
Ec 500995800. 36:477 44.371 53:13 |. 0.022 | 0:020 | 0.790" | .0:880 
11,600 | 37.6 | 46.0 |55.1 | 0.022 | 0.019 0.840 0.910 
10|59.1 | 65.4 |73.0 | 0.011 | 0.012 | 0.630 0.760 
BOs vdeo. 82 Оо Ио оТ) @ йй 0.870 0.880 
4 E 100| 79.5 |90.3 |99.5 | 0.013 | 0.010 | 1.080 0.920 
poised oh эл 2904 SIMI 105 7160 50.018 705015 1.080 1.160 
In methyl aleohol..| 400 | g9 3 | 98.5 111.5 | 0.010 | 0.013 | 0.920 1.300 
800 | 90.9 |102.2 117.3 | 0.012 | 0.015 | 1.130 1.510 
11,600 | 93.4 105.0 118.3 | 0.012 | 0.013 1.160 1.330 
| | | | 
| 10| 0.322] 0.664 1.252 0.106 | 0.088 | 0.0342 | 0.0588 
50 | 0.403 0.840 1.558 0.108 | 0.085 0.0437 | 0.0718 
mv. - xm 100 | 0.426) 0.900 1.650 0.111 | 0.083 0.0474 | 0.0750 
Strontium chloride in | 509 | 0.452 0.958 1.777 0.112 | 0.085 | 0.0506 | 0.0819 
О ore 400 | 0.475| 1.008 1.866 0.111 | 0.085 0.0533 | 0.0858 
800 | 0.483) 1.037| 1.934 0.115 | 0.086 | 0.0554 | 0.0897 
1,600 0.507 1.075 1.994 0.110 | 0.085 0.0568 | 0.0919 
| | 
10 | 5.85 | 9.13 13.38 | 0.056 | 0.046 0.328 0.425 
A d үз Ж, 50 | 6.90 | 10.82 | 16.08 | 0.056 | 0.048 0.392 0.526 
Strontium chloridein | 159 | 7.29 | 11:45 | 16.78 | 0.057 | 0.047 | 0.416 | 0.533 
a mixture of 75 per | 999 | 7 76 | 12:34 | 18.07 | 0.059 | 0.047 | 0.458 0.573 
cent glycerol with | 499 | g 61 | 13.63 | 19.99 | 0.059 | 0.046 0.502 0.636 
ЕО 800'| 9.21 | 14.56 | 21.23 | 10.058. | 0.046 | 0.535 | 0.667 
1,600 | 9.72 | 15.37 | 22.46 | 0.058 | 0.046 0.565 0.709 
| 10 | 28.08 | 38.38 | 51.30 | 0.031 | 0.03 1.080 | 1.292 
a ., . || 50|33.35 | 45.12 | 59.31 | 0.036 | 0.03 1I 1.419 
trontium chloride in || 169 | 35 19 | 48.17 | 63.40 | 0.038 | 0.031 | 1.398 | 1.523 
a mixture of 50 per || 200 | 36.84 | 50.59 | 66.13 | 0.037 | 0.031 | 1.375 1.554 
cent glycerol with || 400 | 38.74 52.59 | 69.16 | 0.036 | 0.031 | 1.385 1.657 
Water........-..e |^ $00 | 42.03 | 56.88 | 74.78 | 0.035 | 0.081 | 1.485 1.790 
1,600 | 42.84 | 59.08 | 79.39 | 0.038 | 0.034 1.624 2.031 
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TABLE 117.— Data for the Molecular Conductivity and Temperature Coefficients of Conductivity (at 
25°, 35°, and 45°), in Per Cent and in Conductivity Units, for Potassium Chloride, Sodium Nitrate, 
Ammonium Bromide, and Strontium Chloride in the Various Mixtures of Glycerol with Water, 
Methyl Alcohol, and Ethyl Alcohol—Continued. 


Temperature coefficients. 


Molecular 

Salt. conductivity. Per cent. Conductivity units. 

mp ji, 45° |25 to 35° | 35 to 45^ | 25 to 35? | 35 to 45° 
79.7 12:9 71^ 03096 О 00:022 2.08 2.18 
Ere dm chloride in i 92.2 144.2 | 0.027 | 0.023 2.51 2.69 
mcr vereda] 97.7 152.2 | 0.026 | 0.024 2.52 2.93 
mg ive 9 ТЕ 2.9 159.8 | 0.026 | 0.023 2.70 3.05 
PORA AAC Ag Rae 103.8 163.0 | 0.028 | 0.022 2.92 3.00 
E a i a 107.1 168.7 | 0.027 | 0.024 2.85 3.91 
109.2 170.2 | 0.026 | 0.024 2.81 3.29 
175.3 247.8 | 0.020 | 0.018 3.53 3/2 
199.1 285.0 | 0.025 | 0.015 5.00 3.59 
Strontium chloride in 215-4 0.8 | 022 | ооо | 4x9. | <4 ee 
кое cem 224.5 393.8 | 0.022 | 0.017 5.03 4.90 
230.8 382.8 | 0.091 | 0.019 4.82 5.38 
235.9 342.9 | 0.021 | 0.020 4.97 5.73 


Salt and solvent. 100 p. сё 75 p. ct. |-50 p. et. 
0.103 0.054 0.034 
0:105 0.055 0.034 
Ammonium bromide in mixtures of nt 10 о Tet 
glycerol and water.............. | 0 107 S 0.034 
0.108 0.055 0.034 
0.111 0.054 0.032 
0.103 0.070 0.047 
0.105 0.078 0.046 
Ammonium bromide in mixtures of $ i uid Bo 
glycerol and ethyl aleohol...... 0.107 0.075 ue 
0.108 | 0.072 | 0.049 
0.111 0.070 0.049 
0.103 0.060 0.035 
0.105 0.064 0.034 
Ammonium bromide in mixtures of » e UR 0.036 
glycerol and methyl alcohol..... || 0.107 00 ed 
0.108 | 0.064 | 0.040 
0.111 0.063 0.038 
0.103 0.053 0.035 
| 0.105 0.056 0.035 
Sodium nitrate in mixtures of gly- || Un 0.055 0.035 
Gerollandswstctet = | 0. 106 ES ud 
0.106 | 0.054 | 0.034 
0.106 0.053 0.033 
0.103 0.074 0.046 
T 0.070 0.047 
Sodium nitrate in mixtures of gly- к 0.074 0.047 
cerol and ethyl alcohol......... epe ns S 
0.106 | 0.075 | 0.048 | 0.0% 
0.107 0.074 0.049 ‚08 
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TABLE 118.—Comparison of Temperature Coefficients in Various Mixtures from 25° to 35?—Con. 


Salt and solvent. V 1100р. ct. 75 p. ct. | 50 p. ct. | 25 p. ct. | Ор: et. 
10 30-1037 = 0.060 1207036. 0.091 |. 
| 50 | 0.105 0.065 0.037 ОЛОО OT 
Sodium nitrate in mixtures of gly- 0 и з | s nd Ice oreet 
cerol and methyl alcohol........ 400 | 0.106 0.065 0.038 NR ne ы 
800 | OS | 0,061 10.088 | 0.022 |. 
1,600 | 0.106 02066 1E0039 ME 0.023) eee 
О O01 0.055 | 0.084 0.025 0.019 
| 50 | 0.107 0.056 0.034 | 0.026 0.019 
Potassium chloride in mixtures of ] UN к: о, А | re dd 
glycerol and water.............. 400 | 0.095 0.055 0.034 0.094 0.020 
800 0.096 0.055 0.034 0.024 0.020 
1,600 | 0.071 | 0.056 | 0.034 | 0.025 | 0.021 
10 | 0.101 0.069 0.046 б (Ө ИЕ 
50 | 0.107 0.072 0.047 WEQE 
Potassium chloride in mixtures of em 05 | DE о KR I 
glycerol and ethyl alcohol... ... 400 | 0.095 | 0.072 | 0.049 | 0.035 |........ 
800 | 0.096 0.073 | 0.049 | ООЗ E 
1,600 | 0.071 0.071 0.048 | Q032 9 E 
10 | 0.101 0.061 0.037 0022 e E 
50 | 0.107 0.063 0.088 OFO22 РЕНИ 
Potassium chloride in mixtures of n ders met eo ae E MES pe 
glycerol and methyl alcohol..... | 400 | 0.095 0.062 0.038 0.023 
800 | 0.096 0.064 0.037 (502238 m 
1,600 | 0.071 0.063 0.036 ORO 24 ЕЕ 
10 | 0.106 0.056 0.031 0.026 0.020 
| .90| 0.108 0.056 0.036 0.027 0.025 
Strontium chloride in mixtures of | me AE 0:004 eee ee 0 
glycerol and water.............. 400| 0.111 0.059 0.036 0.098 0.022 
800 0.115 0.058 0.035 0.027 0.021 
1,600 0.110 0.058 0.088 0.026 0.021 


TABLE 119.—Viscosities and Fluidities of Solutions in Glycerol at 25°, 85°, and 45°. 


Temperature 
Salt. 125% аав паве "aon gs" одвео. 
25 to 35° | 35 to 45° 

IONS eMe а EE 6.362 | 2.836 | 1.399 | 0.1571 | 0.3527 | 0.7147 | 0.124 0.103 
KEE WM vue 6.197 | 2.760 | 1.376 | 0.1613 | 0.3623 | 0.7264 | 0.124 0.101 
ENO ss. 6.065 | 2.734 | 1.353 | 0.1648 | 0.3659 | 0.7391 | 0.122 0.099 
Ia Cee A. ae 6.716 | 2.920 | 1.445 | 0.1613 | 0.3429 | 0.7143 | 0.124 0.106 
NABE УЫ д shea ata 6.439 | 2.865 | 1.400 | 0.1553 | 0.3490 | 0.7143 | 0.124 0.106 
NAM TEE E C. oem 6.303 | 2.822 | 1.409 | 0.1586 | 0.3543 | 0.7105 | 0.124 0.101 
INA NO eatin ste etie 6.288 | 2.808 | 1.405 | 0.1590 | 0.3546 | 0.7117 | 0.123 0.101 
NER COE 6.142 | 2.741 | 1.360 | 0.1628 | 0.3649 | 0.7357 | 0.124 0.101 
ЛЕВЕ 5.970 | 2.681 | 1.329 | 0.1672 | 0.3729 | 0.7524 | 0.123 0.102 
МАМО 6.306 | 2.800 | 1.408 | 0.1587 | 0.3572 | 0.7097 | 0.124 0.099 
Раса. 7.447 | 3.288 | 1.626 | 0.1343 | 0.3041 | 0.6150 | 0.126 0.102 
BS roter eterno 7.100 | 3.199 | 1.571 | 0.1409 | 0.3126 | 0.6366 | 0.122 0.103 
Вабо 7.212 | 3.182 | 1.571 | 0.1387 | 0.3143 | 0.6516 | 0.126 0.107 
Snell or е 7.336 | 3.224 | 1.589 | 0.1363 | 0.3104 | 0.6291 | 0.127 0.103 
SEBE S eee e dede 7.387 | 3.219 | 1.574 | 0.1365 | 0.3107 | 0.6354 | 0.127 0.104 
БМО 7.640 | 3.335 | 1.640 | 0.1308 | 0.2998 | 0.6098 | 0.129 0.106 
abeo sce 7.674 | 3.373 | 1.630 | 0.1303 | 0.2964 | 0.6135 | 0. 127 0.106 
CANO actes 7.411 | 3.278 | 1.617 | 0.1350 | 0.3050 | 0.6184 ^ 0.125 0.103 
Solvent ce 6.067 | 2.761 | 1.352 | 0.1648 | 0.3683 | 0.7396 | 0.124 0.101 
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TABLE 120.—Viscosities and Fluidities of Solutions in Glycerol at 65°, 65°, and 75°. 


Temperature 
Salt. 155° еве | Gye |e 85:01. 69574] өтт КЕ (а 
55 to 65° | 65 to 75° 
ICE E 0.7435 | 0.4353 | 0.2648 | 1:845 | 2.297 | 3.776 0.071 0.064 
ТР merced 0.7475 | 0.4353 | 0.2709 | 1.338 | 2.297 | 3.692 0.065 0.061 
мавта 0.7664 | 0.4439 | 0.2689 | 1.305 | 2.253 | 3.719 0.072 0.065 
NTECUE S 1 0.7366 | 0.4269 | 0.2613 | 1.357 | 2.342 | 3.827 0.072 0.063 
МЕМО 3. 0.7284 | 0.4254 | 0.2618 | 1.373 | 2.351 | 3.819 0.071 0.062 
оС РЕА 0.8225 | 0.4762 | 0.2884 | 1.215 | 2.099 | 3.467 0.073 0.065 
ОСИ 7 0.8536 | 0.4932 | 0.2981 | 1.172 | 2.028 | 3.355 0.073 0.065 
Olvent cer se 0.7415 | 0.4288 | 0.2620 | 1.350 | 2.331 | 3.817 0.072 0.063 


TABLE 121.—Viscosities and Fluidities of Solutions in Mixtures of Glycerol with Water 
at 25°, 35°, and 45° 


1 Temperature 
Solvent. Salt, 1.9 25° 9 85% n 4591-625] 6359 "e aps | собне 
25-35? | 35-45? 


.999 0.1571 0.3527| 0.7147 0.124 | 0.103 
.929 0.1672 0.3729] 0.7524 0.123 | 0.102 
.405 0.1590] 0.3546 0.7117 0.123 | 0.101 
.989 0.1363 0.3104 0.6291 0.127 | 0.103 
.952 0.1648 0.3683) 0.7396 0.124 | 0.101 


KCl 6.362 2.6 
МН,Вг 5.970 2.681 
In glycerol....4| NaNO; 6.288 2.803 
SrCl, 7.336 3.224 
Solvent (66.067 2 


= pem jum jmd ра 


KCl 0.3394 0.2003 0.1293 | 2.943 | 4.993 | 7.733 | 0.0698 | 0.0549 

In 75 per cent || NH,Br 0.3278 0.1932 (0.1249 | 3.035 | 5.176 | 8.008 | 0.0699 | 0.0547 
glycerol with4| NaNO; 0.3274 0.1947 0.1233 | 3.054 | 5.137 | 8.111 | 0.0682 | 0.0558 
water er SrCl, 0.3642 0.2179 0.1326 | 2.746 | 4.696 | 7.543 | 0.0713 | 0.0606 
Solvent 0.3169 0.1884 0.1186 | 3.156 | 5.307 | 8.431 | 0.0681 | 0.0586 


KCl 0.064810.043850.03187| 15.27 | 22.82 | 31.37 | 0.0422 | 0.0347 
In 50 per cent || NH4Br 0.060850.042510.03102 16.43 | 23.52 | 32.05 | 0.0431 | 0.0321 
glycerol with || NaNO; 0.063830.043720.03216 15.79 | 22.87 | 31.10 | 0.0447 | 0.0363 
абет SrCl, (0.066070.045630.03335 15.13 | 21.90 | 29.99 | 0.0379 | 0.0369 
Solvent (0.061090.042330.03114| 16.37 | 23.63 | 32.10 | 0.0438 | 0.0358 


KCl 0.020540.015460.01246 48.68 | 64.67 | 80.25 | 0.0328 | 0.0242 
In 25 per cent || NH;Br (0.020460.015520.01226| 48.88 | 64.50 | 81.56 | 0.0320 | 0.0264 · 
glycerol with 4| NaNO; (0.020860.015560.01235| 47.95 | 64.28 | 80.96 | 0.0340 | 0.0245 
абе SrCl; (0.021450.016140.01277 46.62 | 61.97 | 78.31 | 0.0329 | 0.0263 
Solvent 0.019460.014660.01171| 51.38 | 68.22 | 85.45 | 0.0327 | 0.0253 


KCl 0.009020.007290.00608110.8 137.0 164.6 0.0243 | 0.0201 
NH4Br 0.008940.007220.00609112.0 138.6 1164.1 0.0246 | 0.0199 
In water....... 1| NaNO: (0.009030.007320.00608110.8 136.6 [164.4 0.0236 | 0.0202 
SrCl,  0.009270.007490.00628107.9 133.5 159.4 0.0237 | 0.0194 
Solvent 0.008910.007200.00598112.2 138.9 167.2 0.0237 | 0.0204 
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TABLE 122.—Viscosities and Fluidities of Solutions in Mixtures of Glycerol with Ethyl Alcohol 
at 25°, 35°, and 45°. 


Temperature 
Solvent. Salt. | 25° | 435? | 45° | 025° | 635° | 645? coefficients. 
25-35° | 35-45° 


| 
In 75 per cent [| KCI, 1.123 0.5042 0.3387 | 0.8904 1.083) 2.952 | 0.0890 | 0.0754 
glycerol with || NHaBr 1.085 0.5762 0.3291 | 0.9214 1.736 3.039 | 0.0885 | 0.0751 
Pehvlaleohol || NaNOs 1.171 0.6185 0.3509 0.8547 1.635 2.850 | 0.0900 | 0.0762 
ay Solvent 1.029 0.5404 0.3111 | 0.9720 1.830 3.215 | 0.0912 | 0.0759 


In 50 per cent | KCl, 0.2175 0.1377 0.08840 | 4.508 | 7.381 11.31 | 0.0605 | 0.0533 
| ros eI NH,Br (0.2163 0.1325 (0.08668 | 4.731 | 7.550 11.54 | 0.0595 | 0.0528 
E T alcohol | NaNO: 0.2213 0.1360 0.08906 | 4.523 | 7.353 11.23 | 0.0620 | 0.0527 
слу 800080: || Solvent 0.2123 0.1351 (0.08723 | 4.712 | 7.402 11.46 | 0.0600 | 0.0529 


In 25 per cent (| KC! —10.044730.03263 0.02487 22.36 | 30.66 | 40.21 | 0.0371 | 0.0311 
1 НУ NH,Br 0.043960.03227 0.02442 22.75 | 31.01 | 40.94 | 0.0369 | 0.0326 
а ‘cohol || NaNO: 0.044640.03276 0.02481 22.40 30.52 | 40.31 | 0.0362 | 0.0320 
созуга, Solvent (0.041840.03061 0.02303 23.90 | 32.77 | 43.42 | 0.0371 | 0.0324 


125.3 0.0219 | 0.0193 
0.0227 | 0.0191 


In ethyl alco- [| NH4Br (0.012160.0095260.00797986.13 |105. 
Bolet ee; Solvent 0. 010680 .0086830.00729293.70 (115.4 


Nore 
= 
دن‎ ho 
- 
ډه‎ 


TaBe 123.—Viscosities and Fluidities of Solutions in Mixtures of Glycerol with Methyl Alcohol 
at 25°, 35°, and 45°. 


Temperature 
coefficients. 


Solvent. Salt. 25° 735° 45° (PAS? ss 459 
25t035* 


In 75 per cent (| KCl 0.6308 0.3512 0.2129 1.585 2.850| 4.696) 0.0797 
glycerol with) NH,Br (0.5999 0.3347 0.2011 1.666) 2.987 4.973) 0.0793 
methyl alco- || NaNO; 0.6362 (0.3590 0.2122 1.572, 2.786 4.713) 0.0771 
olo Р Solvent 0.6242 0.3519 0.2087 1.609) 2.842) 4.792) 0.0763 


In 50 per cent (| KCl (0.09521 0.06367 0.04474 | 10.51 | 15.70 | 22.35 | 0.0494 
glycerol with || NH4Br 0.09225 0.06300 0.04361 | 10.84 | 15.87 | 22.93 | 0.0464 
methyl alco- | NaNO; (0.09717 (0.06502 0.04574 | 10.29 | 15.74 | 21.87 | 0.0496 
MOUSE ете: Solvent. 0.09657 0.06512 0.04446 | 10.35 | 15.35 | 22.50 | 0.0484 


In 25 per cent (| KCl 0.02083 0.01631 0.0131 | 48.02 | 61.32 | 76.31 | 0.0276 
glycerol with || NH,Br (0.02064 0.01610 0.0130 | 48.46 | 62.11 | 76.01 | 0.0261 
methyl aleo- || NaNO: 0.02098 0.01627 0.0130 | 47.75 | 61.48 | 76.46 | 0.0287 
Dol m. ues Solvent (0.01886 (0.01481 0.0119 | 53.01 | 67.53 | 83.71 | 0.0274 


In methyl alco- [| NH4Br (0.0062540.0054100.004745159.9 184.8 211.2 | 0.0155 
hol esses Solvent 0.0058420.0050660.004469171.2 197.4 223.7 | 0.0157 


TABLE 124.—Viscosities and Fluidities of Substances which were Found to Lower the Viscosity of 
Pure Glycerol at 25°, 35°, and 45°. 


Temperature 
Salt. ае Чөл Кеө | gage |е ноороми 
25 to 35° | 35 to 45° 

NANOS 0.10 | 5.367 | 2.425 | 1.222 | 0.1863 | 0.4125 | 0.8186 | 0.121 0.100 
NEMBE sei 0.10 | 5.206 | 2.329 | 1.187 | 0.1929 | 0.4264 | 0.8423 | 0.121 0.098 
INSET2B ыы. e 0.50 | 5.071 | 2.324 | 1.189 | 0.1972 | 0.4302 | 0.8409 | 0.118 0.096 
ШЕ а 0.10 | 5.108 | 2.320 | 1.165 | 0.1957 | 0.4308 | 0.8583 | 0.118 0.098 
а Б 0.50 | 4.605 | 2.157 | 1.080 | 0.2173 | 0.4745 | 0.9259 | 0.118 0.096 
REBT E eu 0.10 | 5.183 | 2.332 | 1.176 | 0.1975 | 0.4288 | 0.8502 | 0.117 0.098 
HOB TEE. 0.50 | 4.768 | 2.183 | 1.112 | 0.2098 | 0.4583 | 0.8998 | 0.118 0.096 
Solvent es leere ace 5.298 | 2.366 | 1.198 | 0.1888 | 0.4226 | 0.8347 | 0.118 0.097 
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Molecular Conductivity 
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Fia. 71.—Conductivity of Potas- 
sium Chloridein Glycerol- 
Ethyl Alcohol at 25°. 


100 76 50 


Per cent. Glycerol 


Water at 25°. 


25 


Fra. 70.— Conductivity of Potas- 
sium Chloride in Glycerol- 
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Fic. 73.—Conductivity 
of Sodium Nitrate in 
Glycerol-Water at 25°. 
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Fra. 72. — Conductivity 
of Potassium Chloride 
in Glycerol-Methyl Al- 
cohol at 25°. 
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Fic. 74.—Conductivity of 
Sodium  Nitrate in 
Glycerol-Ethyl Alco- 
hol at 25*. 
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Fia. 77.—Conductivity of 
Ammonium Bromide in 
Glycerol-Ethy] Alcohol 
at 25°. 
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Fia. 76.—Conductivity of 
Ammonium Bromide in 
Glycerol-Water at 25°. 
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Molecular Conductivity 
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DISCUSSION OF RESULTS. 


A rise in temperature causes an increase in conductivity, which may be due to 
either or to both of the following causes: first, an increase in the number of the ions 
present, and second, an increase in the velocity of the ions. That the number of the 
ions does not generally increase with rise in temperature has been shown by direct 
measurement of the degree of dissociation by means of the conductivity method. 


CH,0H 


150 


H20 


100 
C2H;0H 


Fluidity 
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Per cent. Glycerol 
Fre. 80.—Fluidity of Glycerol Mixtures at 25°. 


This is in accord with the theory of Dutoit and Aston, which makes the dissociating 
power of a solvent a function of its own association. The degree of association of a 
solvent has been shown by the method of Ramsay and Shields to decrease with rise 
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in temperature; hence, its power to dissociate an electrolyte into its ions has been 
diminished. It is, however, true that the theory of Dutoit and Aston is only an 
approximation. 

The decrease in velocity of the ions with rise in temperature must then be the one 
conditioning cause of increase in conductivity. This change in velocity of the ions 
may be due to either or to both of the following causes: First, change in the viscosity 
of the medium through which the ions move; second, as Jones! and his coworkers 
have shown, to the change in complexity of the solvates which surround the ions. 

In no other solvent is the change in conductivity with change in temperature so 
pronounced as in the one which chiefly concerns this investigation, viz, glycerol. 
The chief cause of this change is largely the change in the viscosity of the solution, 
while we believe that there is some evidence brought out in this investigation that 
indicates the presence of glycerolates. 

Table 115 gives the molecular conductivities at 25°, 35°, and 45° of all the elec- 
trolytes which we have studied in pure glycerol as a solvent. It is seen that in all 
cases the values for и, are extremely small, but show, in general, a regular increase, 
both with increased dilution and with rise in temperature. 

Associated with the conductivity of every substance are the temperature coeffi- 
cients of conductivity, both in per cent and in conductivity units. Since the latter 
show the actual increase in conductivity per degree rise in temperature, a discussion 
of these data will bring out the most interesting points of this part of the work. 

Although the temperature coefficients of conductivity, when expressed in con- 
ductivity units, show, in general, a regular increase with increased dilution, this is 
much more marked with ternary than with binary electrolytes. This fact has been 
observed by Jones for aqueous solutions in a discussion of the work of West.? 

Results of the present investigation show that in glycerol the temperature coeffi- 
cients of conductivity of any given substance, at high dilution, are larger than at 
lower dilution, and that the relative increase is greater with salts of barium, stron- 
tium, ealeium, and cobalt than with salts of sodium, potassium, and ammonium. 
These facts may be explained in terms of the theory of solvation. That solvation 
takes place in aqueous solution has been shown beyond reasonable doubt by Jones 
and his coworkers; and, indeed, Jones and Strong have obtained abundant spectro- 
scopie evidence for solvates in glycerol as a solvent. 

If there is solvation, then, according to the mass law, in the more dilute solutions, 
where the amount of solvate per ion is greatest, we should expect to find the most 
complex solvates. Any change in temperature would produce the greatest effect 
where the solvation was greatest, that is, in the most dilute solutions. Again, this 
change in solvation should be more apparent in those salts which have the greater 
power of combining with the solvent, or, in the case of water, with those salts that 
have the largest number of molecules of water of crystallization. 

We can not, of course, say that salts of barium, strontium, calcium, and cobalt 
possess a power of combining with glycerol similar to that which they manifest 
towards water, but it is not surprising to find solvation more marked with these 
salts than with salts that have very slight hydrating power, such as the salts of 
sodium, potassium, and ammonium. 


lAmer. Thea Journ., 35, 445 (1906). ?Ibid., 34, 357 (1905). 
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It is also true that salts of approximately the same hydrating power show, in 
glycerol, temperature coefficients of the same order of magnitude. 

The molecular conductivities at low dilutions in nearly every case are smaller for 
ternary than for binary electrolytes, while at higher dilutions the reverse is true 
without exception. This may be due to the fact that glycerol is only a fair dissociat- 
ing agent, resembling methyl and ethyl aleohols, and has, at moderate concentra- 
tions, the power of producing only two ions from a ternary electrolyte, or at least 
dissociating a ternary electrolyte only to a moderate extent. 

We should expect to find the ternary electrolytes yielding more ions at higher dilu- 
tions, and, hence, showing a greater molecular conductivity than binary electrolytes 
under the same conditions. That this is true may be best shown by comparing the 
molecular conductivities of several of the binary and ternary electrolytes used. 

In table 125 the molecular conductivities of several typical salts at 25? are 
compared at volumes 10 and 1,600, respectively. These data confirm the above 
statement that while atlow dilutions a ternary electrolyte usually has the smaller 
molecular conductivity, at higher dilutions the reverse is usually true. 


'TABLE 125.—M olecular Conduciivities of Several Salts. 


Salt My 10 My 1600 
NOS 8 Е 0.337 0.431 
KBL t em 0.366 0.413 
NELO E О лее» 0.828 0.895 
Ват 7 0.330 0.530 
Ba(NOs)s. ...... 0.246 0.462 
CI (NOs) s 0.283 0.472 
SAO E 0.322 0.507 


Table 116 gives the molecular conductivities and temperature coefficients of con- 
ductivity of all the salts studied at 55°, 65°, and 75°. The same general relations 
hold at these temperatures as at the lower temperatures, viz, a regular increase in 
conductivity with increased dilution and rise in temperature; and a more marked 
increase, or a larger temperature coefficient, with those salts which in aqueous solu- 
tions possess the greatest power of hydration. The same reasoning employed above 
for the lower temperatures is applicable here. 

Table 117 contains the data for the molecular conductivity and temperature 
coefficients of conductivity, at 25°, 35°, and 45°, in per cent and in conductivity 
units, for potassium chloride, sodium nitrate, ammonium bromide, and strontium 
chloride in the various mixtures of glycerol with water, methyl alcohol, and ethyl 
alcohol. The results are plotted in figs. 70 to 79, inclusive. 

These curves show that the conductivities in such mixtures do not follow the law 
of averages, but are always less. In every case there is a marked sagging of the 
curves, but in no instance was a minimum obtained. This deviation from the law 
of averages has been explained by the work of Jones with Lindsay and Murray. 
When glycerol is mixed with water, or with either of the alcohols, it is clear that the 
properties of the mixture are not additive, the one solvent tending to lessen the asso- 
ciation of the other; and, hence, their combined power of dissociating electrolytes is 
less than would be expected if there were no such lowering of each other’s association. 
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Potassium chloride and sodium nitrate are nearly insoluble in the alcohols, and 
yet curves expressing the conductivities of these salts in mixtures of the alcohols with 
glycerol are strikingly similar to those of ammonium bromide. This seems to indi- 
cate that the deviation from the law of averages is due largely to the change in 
association of the glycerol. 

Table 118 gives a comparison of the percentage temperature coefficients of con- 
ductivity from 25° to 35° of all the salts we have studied in mixed solvents. In pure 
glycerol these values are very large, from 10 to 11 per cent per degree rise in temper- 
ature. They decrease very rapidly with the addition of either water or the alcohols. 
The temperature coefficients also decrease very rapidly with rise in temperature. 


VISCOSITIES AND FLUIDITIES. 


Table 119 includes the viscosities and fluidities of the eighteen electrolytes whose 
conductivities we have studied. Measurements were made only with the tenth- 
normal solutions, since, at higher dilutions, the difference in viscosity between the 
solution and solvent is hardly large enough to be detected, much less measured. In 
nearly every case the viscosity of the solution is greater than that of the solvent. 
Ammonium bromide was found to be an exception to this rule, and will be discussed 
more fully. The temperature coefficients of fluidity are very large, being somewhat 
greater than the temperature coefficients of conductivity. That the former are 
larger than the latter is not surprising, since rise in temperature would decrease the 
dissociation and thus decrease the conductivity, which would, at least in part, offset 
the increase in conductivity caused by increase in fluidity. 

The ternary electrolytes show a much greater increase in viscosity than the binary 
electrolytes. It will be recalled that the salts which show the greatest increase in 
viscosity are those in which the solvation seemed to be the greatest. 

This increase in viscosity of the ternary over the binary electrolytes may be due 
to several causes. There may be a greater number of ions present, which, since the 
viscosity is a function of the skin friction, would increase the viscosity; or the mole- 
cules of the solvent, combined as solvates, may be so attached to the molecule of the 
solute as to hinder its movement. It is not supposed that in any case of solvation the 
molecules of the solvent are held so as to form a complex chemical molecule, as this . 
would, of course, decrease skin friction and thus lessen the viscosity of the solution. 

The fact that solutions of ternary electrolytes show greater viscosities than solu- 
tions of binary electrolytes may be a conditioning factor in the small molecular con- 
ductivity shown by them in the more concentrated solutions. It is, however, hardly 
possible that this could account entirely for the phenomenon, since there is probably 
less actual dissociation of a ternary than of a binary electrolyte in the most con- 
centrated solutions. 

It is probable, then, that the large viscosity of the ternary electrolytes in glycerol 
is due to a summation of at least two effects; the small atomic volumes of barium, 
strontium, calcium, and cobalt, and possibly to some factor caused by solvation of 
the ions or molecules of the electrolytes, which, as stated above, would probably be 
greater with the salts of these metals than with salts of sodium, potassium, and 
ammonium. 
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Table 120 gives the corresponding viscosity data at 55°, 65°, and 75°. The same 
general relations seem to hold at the higher as at the lower temperatures. The 
temperature coefficients of fluidity at these higher temperatures are very similar to 
those of conductivity at the same temperatures. 

From the data obtained, we are justified in concluding that curves representing 
change in conductivity and change in fluidity with rise in temperature are very 
similar to one another. In a word, conductivity seems to follow fluidity quite 
closely over the range of temperature from 25° to 75°. 

The fact that glycerol has such a very large temperature coefficient of viscosity 
presents the possibility of throwing some light upon the relation between viscosity 
and reaction velocity. It has long been felt that the viscosity of the medium in 
which the reaction is taking place must be taken into consideration, and if the velocity 
of some reaction could be followed, using glycerol as a solvent, it is highly probable 
that interesting results would be obtained. Glycerol, being such an excellent sol- 
vent, seems well adapted to such work. 

The viscosities and fluidities of solutions in the various mixtures of glycerol with 
the alcohols and with water are given in tables 121 to 123, inclusive. Measure- 
ments were made only with the tenth-normal solutions, since the viscosities of the 
more dilute solutions differ very slightly from that of the solvent in each case. 
Curves representing the change in fluidity with concentration of glycerol are given 
in fig. 80. These curves are, in general, strikingly analogous to the curves repre- 
senting the conductivities in the same mixtures, though it is seen that the increase in 
fluidity is more rapid than the increase in conductivity. The viscosities of the solu- 
tions are in nearly every case greater than that of the pure solvent. 


NEGATIVE VISCOSITY COEFFICIENTS. 


One of the most interesting points brought out in this investigation is the fact that 
certain salts have been found to lower the viscosity of glycerol. The fact that certain 
electrolytes have the power to lower the viscosity of water has been known for some 
time. Jones and Veazey were the first to offer an apparently satisfactory explana- 
tion, the large atomic volumes of the metals whose salts produced such a change 
being the key to the phenomenon. The presence of elements with large atomic vol- 
umes, as has been stated, would decrease the amount of skin friction in a given 
volume of solution, and thus, in terms of the theory of Thorpe and Rodger, would 
decrease the viscosity. Jones and Veazey pointed out that only salts of potassium, 
rubidium, and cesium produce a decrease in the viscosity of water, and that these 
salts do so in a direct ratio to their respective atomic volumes. Schmidt had noted 
that the increase in viscosity of solutions in glycerol over that of the pure solvent was 
in an inverse ratio to the atomic volumes of the metals whose salts he studied; but in 
no case did he find a negative viscosity coefficient in pure glycerol. 

The results showing negative viscosities in glycerol are given in table 124. From 
this table it can be seen that one-tenth gram-molecule of rubidium bromide lowers 
the viscosity of glycerol about 2 per cent, while one-half gram-molecule lowers the 


viscosity of the solvent over 8 per cent. 
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This lowering of the viscosity of glycerol by a salt of rubidium is analogous to the 
lowering of the viscosity of water produced by the same salt. The explanation of 
this phenomenon may be sought for in the theory of Jones and Veazey, 4. e., the large 
atomie volume of rubidium. 

Ammonium bromide and ammonium iodide produce the same effect on the vis- 
cosity of glycerol, as is seen in table 124. It is clear that we can not speak of the 
atomic volume of ammonium, since we know of it neither in the “atomic” nor the 
“free” condition. It is, however, well known that ammonium is closely analogous 
chemieally to potassium, ezesium, and rubidium, and it is not surprising to find it 
exhibiting the same physical behavior, such as the effect on the viscosity of a solvent. 


SUMMARY OF CONCLUSIONS DRAWN FROM THIS INVESTIGATION. 


(1) Glycerol forms mixtures with water, ethyl alcohol, and methyl alcohol, whose 
properties are not additive. This is in agreement with the work of Jones and 
Schmidt. 

(2) Curves representing fluidity and conductivity are very similar to one another 
over the range of temperature from 25? to 75°. 

(3) Salts which have the highest power of solvation show the greatest temperature 
coefficients of conductivity, and these are greater in the more dilute solutions. 

(4) In mixed solvents containing glycerol, with water, methyl and ethyl alcohols, 
the curves representing conductivity and fluidity are strikingly analogous. 

(5) The molecular conductivities of ternary electrolytes in glycerol at low dilu- 
tions are usually smaller than those of binary electrolytes under the same conditions, 
while at high dilutions the reverse is generally true. 

(6) While the majority of the salts studied increase the viscosity of glycerol, 
certain salts of rubidium and ammonium lower the viscosity of glycerol. 

(7) Some evidence for the existence of glycerolates has been given. 
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Prior to Jones and Veazey's investigation, Euler! had attempted to explain the 
lowering of the viscosity of a solvent by a dissolved substance, on the basis of the 
“electrostriction”’ of the solvent caused by the charge upon the ions of the solute as 
proposed by Drude and Nernst? But Wagner and Mühlenbein? showed that Euler’s 
explanation was not valid, since certain non-electrolytes in organic solvents also show 
negative viscosity, e. g., cyanobenzol in ethyl alcohol. 

The explanation offered by Jones and Veazey is based on their own observations 
and on the classical work of Thorpe and Rodger. The latter have indicated that 
viscosity phenomena are in all probability dependent upon the frictional surfaces 
of the ultimate particles present in any liquid or solution. A review of the data 
obtained by Wagner? from his study of the viscosity of a number of inorganic salts in 
water will show that he found negative viscosity only in the case of cesium, rubidium, 
and potassium salts, and in some instances thallous salts. The first three metals 
occupy the maxima on the atomic volume curve of Lothar Meyer, i. e., they have 
the largest atomic volumes of all the elements. That some salts of potassium give 
positive viscosity is to be expected, since it has been shown that viscosity is an addi- 
tive function of both the cation and the anion of the dissolved salt. In the case in 
question the one might tend to lower the viscosity of the solvent, the other to 
increase it, the final results depending upon whether the sum of these two opposing 
forces was positive or negative. Potassium has the smallest atomic volume of the 
three, and in many instances the positive viscosity effect of the anion would entirely 
overcome the negative effect of the cation. 

In view of these facts, Jones and Veasey offered the apparently satisfactory explan- 
ation that “negative viscosity” is due to a lessening of the skin friction between the 
solvent and the molecules or ions of a solute, because of the large atomie volume of 
the cations as compared with the molecular aggregates of the solvent. Thisexplana- 
tion follows directly from the work of Thorpe and Rodger. 

W. Taylor? measured the viscosity of one, two, and three molar solutions of potas- 
sium chloride, bromide, and iodide in water at different temperatures, and noted that 
negative viscosity may pass over into positive viscosity with rise in temperature, and 
confirmed the view that viscosity depends upon the nature of both cation and anion. 
He noted also the negative viscosity effect of ammonium iodide when dissolved in water. 

Reference should be made to the extensive work of Walden,’ on the relations 
that exist between viscosity and conductivity at infinite dilutions. Не finds that 
Шо? = С for more than thirty organic solvents. Exceptions have been noted to this 
relationship and these will be taken up later. 


25, 536 (1898 5Zeit., phys. Chem., 15, 31 (18 90). 
d 18 70 EI. | А Ann. Chem. (Liebig), Suppl., 7, 354 (1870). 
3Ibid., 46, 867 (19 03). таа. Proc., 25, 228 (1904) and Edin. Trans., 45 ,397 (1906). 


*Phil. Trans., 185-A, 307 (1894). Zeit. phys. Chem., 78, 257 (1911). i 
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GLYCEROL AS A SOLVENT. 


An examination of the literature bearing on this problem shows that only a little 
work had been done previous to that of Jones and Schmidt. 

Cattaneo! measured the conductivity of several halides of the metals in glycerol, 
and noted that the values obtained were much smaller than the corresponding values 
in water or alcohol. 

Schéttner? measured the viscosity of certain mixtures of glycerol and water. Ar- 
rhenius? studied the viscosity of mixtures of various organic substances with water, 
among them glycerol, and noted that the temperature coefficients of viscosity were 
greatest where the viscosity was greatest. Schall and Van Rijn* determined the 
relative viscosities of mixtures of glycerol with water and alcohol. Lemke carried 
out an investigation on the conductivity and viscosity of water-glycerol mixtures at 
25°, and wasled to conclude that ionization, and hence electrical conductivity, is pro- 
portional to the viscosity of the solvent as well as to the association. He noted the 
periodic viscosity of sodium chloride in 9.8 per cent glycerol and water and a nega- 
tive viscosity in water at certain dilutions. Getman® studied viscosity of potassium 
iodide in various organic solvents, including glycerol, and noted negative viscosity 
only in thecase of the latter. This he attributed to the association of the solvent. 

Jones and Schmidt? have studied the conductivity of lithium bromide, cobalt 
chloride, and potassium iodide in glycerol at 25°, 35°, and 45°, and in mixtures of 
glycerol with water, with ethyl alcohol, and with methyl alcohol at 25° and 35°. 
Measurements of viscosity were also made with the N/10 solution in the various sol- 
vents. They have shown that glycerol is an excellent solvent and in all probability 
a comparatively good dissociant, since it has a dielectric constant of 16.5 at 18° and 
an association factor of 1.8 at that temperature. From these data glycerol, accord- 
ing to the Thomson?*-Nernst? and Dutoit and Aston! hypotheses, should have a 
dissociating power close to that of ethyl alcohol. The extremely low conductivity 
values obtained were attributed to the high viscosity of the solvent. 

Schmidt noted that all the salts studied increased the viscosity of glycerol in N/10 
solutions, but that potassium iodide lowered the viscosity of water, and of 25 and 50 
per cent glycerol with water at 25° and 35°. He also showed that the effect of the 
several salts studied on the viscosity of glycerol was in inverse ratio to the atomic 
volumes of the cations, exactly analogous to the observations of Jones and Veazey in 
aqueous solutions. Schmidt also found glycerol to be an apparent exception to the 
observations of Walden" previously mentioned, that u n, = С. Further exceptions in 
the case of water and glycerol have been noted by Walden from his own investigations. 

The most extensive investigation of glycerol as a solvent has recently been carried 
out by Guy and Jones.” They took up the behavior of some twenty electrolytes in 
pure glycerol, and in binary mixtures of glycerol with ethyl alcohol, with methyl 
alcohol, and with water at intervals of 10° from 25° to 75° for the pure solvent and 
from 25° to 45° in mixed solvents. Conductivity measurements were made over a 
range of V=10 to V=1,600, and viscosity measurements with the N/10 solutions. 


!Rend, R. Accad. Lincei. As 2, II, 112 (1893). "Amer. Chem. Journ., 42, 37 (1909). 

*Wien. Ber., 77, II, 682 (18 5Phil. Mag., 36, 320 (1 893). 

Zeit. phys. Chem., if 255 1987). Zeit. phys. Chem., 13, 531 (1894). 

bid. ba. 329 (1897). Compt. Rend., 125, 24! 0 (1897). 

Ibid., 52, 479 (1905). Zeit. phys. Chem., 55, 246 ff. had and 78, 257 (1911). 


Journ. Amer. Chem, Soc., 39, 1077 (1908). Amer. Chem. Journ., 46, 131 (191 


WORK OF P. B. DAVIS. 181 


They found that molecular eonductivities in glycerol are all extremely small, but 
show a regular increase with increased dilution and rise in temperature. Further- 
more, a study of the temperature coefficients brought out the fact that in the case of 
those salts that have been shown to have large hydrating power in water, such assalts 
of barium, strontium, calcium, and cobalt, the relative increase was larger than with 
salts of sodium potassium and ammonium, which show little or no hydrating power 
in aqueous solutions. Here we have evidence of solvation in glycerol supporting that 
obtained by Jones and Strong! from spectroscopie methods. 

In mixed solvents, Guy and Jones studied salts of potassium, sodium, ammonium, 
and strontium in various mixtures of glycerol with water and with ethyl and methyl 
alcohols. They found that conductivities in such mixtures do not follow the law of 
averages, but are always lower. This they explained by the facts established by 
Jones and Murray? and Jones and Lindsay,’ that two highly associated solvents when 
mixed tend to break down the association each of the other, and hence their combined 
power of dissociating electrolytes is less than if there were no mutual lowering of 
their association, 7. e., if each solvent acted independently of the other. 

From the viscosity data Guy and Jones have shown that the temperature coeffi- 
cients of fluidity in pure glycerol are very large and nearly equal to those of con- 
duetivity. Also that the ternary electrolytes studied increased the viscosity of 
glycerol to a much greater extent than the binary electrolytes. This is attributed 
to the smaller atomic volumes of barium, strontium, calcium, and cobalt, and to the 
solvation of the molecules of the solute. In mixed solvents the curves representing 
conductivity and fluidity were found to be strikingly analogous. 

Probably the most interesting point brought out by Guy and Jones was the large 
viscosity lowering observed in the case of certain salts in pure glycerol, e. g., N/10 
solutions of sodium nitrate, ammonium bromide, ammonium iodide, and rubidium 
bromide. The explanation of this phenomenon is derived from that of Jones and 
Veazey* for similar salts in water. This fact suggested the closer study of some of 
these salts over a wider range of concentration, the present investigation being a con- 
tinuation of the work of Jones and Schmidt and of Guy and Jones. 


Work on this problem was begun in collaboration with Wm. A. A. Reinhardt, 
of Baltimore, a graduate of Johns Hopkins University, whose untimely death proved 
a serious set-back to the carrying out of the investigation. We wish to pay tribute 
here to our friend and coworker as an earnest, sincere student, one who was rapidly 
coming to the front among the research students in this laboratory. 

The conductivity data on ammonium iodide in mixed solvents obtained by Mr. 
Reinhardt are incorporated in this memoir. 


EXPERIMENTAL. 
APPARATUS. 

The constant-temperature baths used in this investigation were of the form usually 
employed for such work in my laboratory. The thermostat for viscosity measure- 
ments was provided with glass windows, both in the front and rear, to facilitate the 
reading of the viscosimeters. Both baths were equipped with cooling coils in which 
the water was maintained at constant pressure. This facilitated temperature regu- 


IMonographs Nos. 130 and 160, Carnegie Institution of Washington. 3 Ibid., 28, 329 (1902). 
2Amer. Chem. Journ., 30, 193 (1903). ‘Loc. cil. 
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lation below 35?. А closely fitting cover was provided for the conductivity bath 
for work above 35°, to prevent steaming and to maintain the air immediately above 
the cells at as near as possible the temperature of the water in the bath. 

The temperature of the thermostats was maintained constant to within 0.02? by 
means of electrically controlled gas-regulators devised by Reid. The thermometer 
used in the conductivity bath was of the usual 100? inclosed-scale type, graduated in 
0.1°, and could be read to 0.02? with a hand lens. For work up to 45° the viscosity 
bath was provided with a 25? Beckmann thermometer graduated to 0.05? and with 
a certified Bender and Hobein thermometer for higher temperatures. All ther- 
mometers were first standardized against a certified Reichsanstalt instrument, and 
comparisons were frequently made during the course of the work. 

'The conductivity apparatus consisted of the usual Kohlrausch slide-wire bridge, 
resistance box, induction coil, and telephone receiver. This apparatus was made and 
standardized by Leeds and Northrup of Philadelphia, and in addition the resistances . 
were compared with a rheostat which had been standardized by the Bureau of Stand- 
ards, of Washington, D. C. The bridge wire was calibrated as directed by Jones? and 
found to be practically of uniform resistance throughout. Under favorable condi- 
tions separate readings with the same resistance agreed with one another to 0.5 mm., 
the nature of the solvent precluding closer agreements. 

'The conductivity cells used were of two types: Those of the ordinary plate type 
described by Jones and Bingham? had constants ranging from 40 to 339, and were 
used with the more concentrated solutions. For the N/10 to N/1600 solutions, 
five cells of the type previously described by Jones and Schmidt* and by Jones and 
Kreider? were used. Their constants ranged from 2.35 to 4.36, and because of this 
they were well adapted to the measurement of high resistances. 

Cell constants were determined with a fiftieth-normal potassium chloride solution 
as a basis, this being diluted to N/500 and N/2000 for the low constant cells. 
Checks were made at regular intervals, and showed only slight variations in the cell 
constants, especially in the case of the cells with concentric cylindrical electrodes. 

The molecular conductivity of the fiftieth-normal solution was taken as 129.7 
reciprocal Siemens units, at 25?. That of the more dilute solutions was determined . 
by direct measurements. 

Viscosity measurements were made with the Ostwald viscosimeter* as modified by 
Jones and Veazey,’ the sizes of the capillaries being adapted to the solutions for 
which they were employed. The viscosimeters were calibrated as described by 
Jones and Schmidt,’ the time of flow for water in the instruments used for glycerol 
being derived from the formula 


where tiy is the time of flow of water in the water viscosimeter, t4 the time for aslightly 
more viscous solution in the water viscosimeter, t4, tg and t#’ the times of flow of 
the solutions A and B of intermediate viscosities between water and glycerol in an 
intermediate viscosimeter and in the instrument for glycerol; # the derived time 
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of flow in the glycerol viscosimeter. The viscosimeters were filled by means of care- 
fully calibrated pipettes with such a volume of liquid as was required to fill them 
from the middle of the upper to the middle of the lower bulb. With such an arrange- 
ment, according to Appleby! the alteration in hydrostatic pressure due to small 


| variations in the volume of the liquid is a minimum. 


On account of the steaming of the viscosity thermostat at high temperatures, the 
viscosimeters after filling were provided with a simple apparatus designed to exclude 
dust and moisture, and to eliminate the danger of obstructing the free passage of air 
from one arm of the viscosimeter to the other during the flow of the liquid through 
the capillary. This consisted of two T-shaped guard tubes each provided with a 
small bulb in the long arm. "These bulbs were filled with cotton-wool to filter out 
dust particles. One end of the cross-arm of a guard tube was connected to each arm 
of the viscosimeter, and the opposite ends joined by a short piece of rubber tubing. 
The liquid was drawn up in the capillary arm of the viscosimeter by compressing the 
rubber tube and attaching the bulb arm of the guard tube on that sideto an aspirator. 
'The air entering through the guard tube on the opposite (reservoir) arm is thor- 
oughly dried by passing over caleium chloride and freed from dust by the cotton wool 
mentioned above. When the liquid has risen to a point slightly above the upper 
mark on the viscosimeter, the compression on the rubber tube is released and the air 
pressure immediately equalizes itself on both sides of the viscosimeter. By this 
arrangement no air from the outside enters during the actual flow of the liquid 
through the capillary. 

Viscosimeters, while being read, were supported in the bath by means of special 
clamps with cork-lined jaws, attached to a heavy stand which was carefully leveled. 

Specifie-gravity determinations were made by means of the Ostwald pyenometer 
as modified for liquids with large expansion by Jones and Veazey. 

All measuring flasks and pipettes were carefully calibrated either by direct weigh- 
ing or by the method of Morse and Blalock? to hold aliquot parts of the true liter at 
20?, and solutions were brought to within 0.1? of this temperature before being 
diluted to the mark. 

SOLUTIONS. 


Because of a limited supply of salts at hand all solutions were made up at 20° and a 
temperature correction made for temperatures above 25°. ‘The expansion coefficient 
for glycerol was taken as 0.00049 and was determined from specific-gravity measure- 
ments in the viscosity work. 

Solutions of the N/0.75, N/2, N/4, and N/10 were made by direct weighing of 
the anhydrous salt, which had been previously dried for some time in an air-bath at 
130? to 135°. From the N/10 solution the N/50 and N/100 solutions were made 
by dilution. These in turn served as mother-solutions for the N/200 and N/400, 
from which the N/800 and N/1600 solutions were made in a similar manner. The 
latter was made by diluting the N/400 solution four times. 

Because of the hydroscopie nature of the solvent and the difficulty in obtaining 
proper drainage of burettes containing it, measuring flasks were used exclusively in 
the dilution of solutions in glycerol. In every case the proper measuring flask was 
filled with the mother-solution, set in a thermostat at 20°, warmed in an air-bath to 
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70° to 80°, drained as quickly as possible into the receiving flask, then washed out at 
least three times with the warmed solvent. The flask containing the more dilute 
solution was then filled up nearly to the neck with the solvent, warmed and shaken 
thoroughly without wetting the neck, then filled to a point slightly above the mark, 
and finally diluted after cooling to 20? in a thermostat. Final warming in the air- 
bath and thorough shaking completed the operation. The flasks used were of Jena 
normal glass, eliminating as far as possible the danger of the action of the solvent on 
theglass. Some time was allowed before the final dilution to the mark to permit the 
glass to contract properly after the unavoidable heating during the process of dilution. 

On account of the extremely high resistance offered by glycerol solutions con- 
ductivity measurements were not made at dilutions greater than N/1600. Even at 
that dilution considerable difficulty was experienced in obtaining concordant read- 
ings. Asan example it might be well to note that N/1600 solutions in glycerol in a 
cell with a constant as low as 2.3 required a balancing resistance of from 8,000 to 
10,000 ohms, while pure glycerol in the same cell required 20,000 to 22,000 ohms. 

Conductivity and viscosity measurements in pure glycerol were made at intervals 
of ten degrees from 20? to 75°, and in glycerol-water mixtures at 25°, 35°, and 45°. 
Viscosity measurements were not made at a greater dilution than N/10, since at 
lower concentration n approaches 7, too closely to be accurately differentiated. 

SOLVENTS. 

Glycerol.—The glycerol used was from a new lot of Kahlbaum's *Doppelt-Dist. 
1.26” and had a mean specific conductivity of about 0.61077 at 25°, and a mean 
specific gravity of 1.257 at the same temperature. No attempt was made to redistil 
it, since Schmidt had already shown that redistillation did not appreciably lower the 
conductivity. 

Water.—The water was purified by the method of Jones and Mackay! with the 
improvement as mentioned by Schmidt and had a mean specific conductivity of 
ОЗ анод 

SALTS. 

The rubidium and ammonium salts used in this work were from Kahlbaum's best 
products. These were recrystallized two or three times from conductivity water and: 
carefully dried each time at 130? to 135? before weighing. In addition the rubidium 
salts were examined spectroscopically and showed the presence of only traces of 
sodium and no potassium. The ammonium iodide was pure white after drying, and 
solutions of it in glycerol were only slightly tinted after standing for some time. 

PROCEDURE. 
Conductivity data were calculated in the usual way. 
Viscosity measurements were calculated from the formula 
п St 
70 So to 
in which 7 is the viscosity coefficient for the liquid in question, уо the absolute vis- 
cosity of water, S the specific gravity of the liquid at the given temperature, t the 


time of flow of the same, So and to the density and time of flow of water at the same 
temperature. 


1Amer. Chem. Journ., 17, 83 (1895). 
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Fluidity was calculated from the formula ¢ = - where ¢ represents the fluidity. 


The absolute viscosities of water то as given by Thorpe and Rodger are: 


PA Seine уле i усе 0.00891 Бао сево се 0.005055 
aM hdd Ке 0.00720 DOS ОГ aieo ers 0.004355 
A EN EE ode desit 0.00597 ORUM cari 0.003795 


TEMPERATURE COEFFICIENTS. 


The temperature coefficients in conductivity units represent simply the actual 
increase in conductivity per degree rise in temperature. 

Per cent temperature coefficients, both of conductivity and fluidity, were caleu- 
lated from the formula 


1 ‚ (ito, $) 85° — (uy, Ф) 25? 
(Uy, Ф)25° 10 


Temp. coeff. of (и, ф) = 


An attempt was made to obtain conductivity and viscosity data on the sulphate of 
rubidium, but it was not possible to obtain a solution of higher concentration than 
N/200. | 

It was originally intended to carry on a parallel investigation with cesium salts, 
but we have been unable thus far to secure sufficient quantities for the work. 


Taste 126.—Molecular Conductivity of Ammonium Iodide in Glycerol at 25°, 35°, 45°, 55°, 65°, and 
75°, together with Temperature Coefficients in Per Cent and in Conductivity Units. 


Molecular conductivities. 

[app PAS? ПЗЭ рь 45? SOM шо 65° M» 75° 

0.389 0.770 1.385 2.304 3.602 5.260 

0.371 0.746 1.361 2.268 3.540 5.189 

0.348 ORT 1.312 2.140 3.404 5.072 

0.326 0.665 1.224 2.069 3.266 4.858 

0.342 0.700 12321 2.210 3.506 5.278 

0.359 0.740 18373 2.331 3.707 5.534 

0.369 0.764 1.414 2.424 3.843 5.442 

0.365 0.760 1.396 2.386 3.805 5.606 

0.371 0.758 1.401 2.410 3.819 5.749 

0.404 0.777 1.441 2.485 4.010 5.950 

0.413 0.811 1574577 2.528 4.130 6.100 

Temperature coefficients. 
Per cent. Conduetivity unita. 

25 to 35°85 to 45°45 to 55°55 to 65°65 to 75°25 to 35°35 to 45^ 45 to 55°55 to 65°65 to 75? 
1 |0.0979 | 0.0799 | 0.0663 | 0.0563 | 0.0460 | 0.0381 | 0.0615 | 0.0919 | 0.1298 | 0.1658 
1.3| 0.1012 | 0.0824 | 0.0666 | 0.0561 | 0.0466 | 0.0375 | 0.0615 | 0.0907 | 0.1272 | 0.1649 
2 | 0.1060 | 0.0830 | 0.0631 | 0.0591 | 0.0490 | 0.0369 | 0.0595 | 0.0828 | 0.1264 | 0.1668 
4 | 0.1040 | 0.0841 | 0.0690 | 0.0578 | 0.0487 | 0.0339 | 0.0559 | 0.0845 | 0.1197 | 0.1592 
10 | 0.1047 | 0.0887 | 0.0673 | 0.0586 | 0.0505 | 0.0358 | 0.0621 | 0.0889 | 0.1296 | 0.1772 
50 | 0.1061 | 0.0855 | 0.0698 | 0.0590 | 0.0493 | 0.0381 | 0.0633 | 0.0958 | 0.1376 | 0.1827 
100 | 0.1070 | 0.0851 | 0.0714 | 0.0585 | 0.0476 | 0.0395 | 0.0650 | 0.1010 | 0.1419 | 0.1829 
200 | 0.1082 | 0.0837 | 0.0709 | 0.0590 | 0.0473 | 0.0395 | 0.0636 | 0.0990 | 0.1419 | 0.1801 
400 | 0.1030 | 0.0860 | 0.0720 | 0.0585 | 0.0505 | 0.0382 | 0.0648 | 0.1009 | 0.1409 | 0.1930 
800 | 0.0923 | 0.0854 | 0.0724 | 0.0614 | 0.0484 | 0.0373 | 0.0664 | 0.1044 | 0.1525 | 0.1940 
0.0797 | 0.0735 | 0.0634 | 0.0477 | 0.0398 | 0.0646 | 0.1071 | 0.1602 | 0.1970 
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Taste 127.—Molecular Conductivity of Rubidium Chloride in Glycerol at 25°, 35°, 45 °, 55°, 65°, and 
75°, together with Temperature Coefficients in Per Cent and in Conductivity Units. 


Molecular conductivities. 
y 
us 25^ Us 99^ us 45? My 55° u, 65° up 15° 
1 0.374 0.738 1.320 2.205 3.400 4.994 
ПЭ 0.371 0.740 ILE DIT 3.421 5.014 
2 0.386 0.767 eyil 2.307 3.570 5.272 
4 0.376 0.771 1.390 2.310 3.585 5.382 
10 0.380 0.771 1.410 2.386 3.749 5.684 
50 0.401 0.819 1.502 2.561 4.003 6.041 
100 0.420 0.848 1.563 2.649 4.180 6.343 
200 0.428 0.860 1.588 2.720 4.282 6.408 
400 0.432 0.887 1.633 2.784 4.408 6.542 
800 0.444 0.874 1.625 2.774 4.858 6.532 
1,600 0.448 0.892 1.643 2 SOL 4.462 6.574 
Temperature coefficients. 
V Per cent. Conductivity units. 
| ( 
25 to 85°85 to 45°45 to 55°55 to 65°65 to 75?|25 to 85°85 to 45°45 to 55°|55 to 65° 
1 |0.0973 | 0.0789 | 0.0670 | 0.0542 | 0.0469 | 0.0364 | 0.0582 | 0.0885 | 0.1195 
1.3) 0.0995 | 0.0807 | 0.0657 | 0.0544 | 0.0466 | 0.0369 | 0.0597 | 0.0878 | 0.1206 
2 |0.0987 | 0.0812 | 0.0677 | 0.0547 | 0.0477 | 0.0381 | 0.0623 | 0.0936 | 0.1263 
4 | 0.1050 | 0.0784 | 0.0662 | 0.0553 | 0.0501 | 0.0395 | 0.0604 | 0.0920 | 0.1275 
10 | 0.1029 | 0.0829 | 0.0692 | 0.0571 | 0.0516 | 0.0391 | 0.0639 | 0.0976 | 0.1363 
50 | 0.1042 | 0.0834 | 0.0705 | 0.0563 | 0.0509 | 0.0418 | 0.0683 | 0.1059 | 0.1442 
100 | 0.1019 | 0.0843 | 0.0695 | 0.0578 | 0.0517 | 0.0428 | 0.0715 | 0.1086 | 0.1531 
200 | 0.1009 | 0.0846 | 0.0713 | 0.0574 | 0.0496 | 0.0432 | 0.0728 | 0.1132 | 0.1562 
400 | 0.1053 | 0.0841 | 0.0705 | 0.0547 | 0.0484 | 0.0455 | 0.0746 | 0.1151 | 0.1524 
800 | 0.0970 | 0.0859 | 0.0707 | 0.0571 | 0.0498 | 0.0430 | 0.0751 | 0.1149 | 0.1584 
1,600 | 0.0991 | 0.0842 | 0.0723 | 0.0576 | 0.0473 | 0.0444 | 0.0751 | 0.1188 | 0.1631 


Taste 128.—M olecular Conductivity of Rubidium Bromide in Glycerol at 25°, 85°, 45°, 55°, 65°, 
and 75°, together with Temperature Coefficients in Per Cent and in Conductivity Units. 


Molecular conductivities. 
y 1 
uy 25° Ly 35° uo 45? Ly 50° [My 65? 
1 0.368 0.717 17278 2.143 3.056 
ies 0.360 0.716 TOM 2.198 3.424 
4 0.363 0.732 1.339 25217 3.489 
10 0.369 0.752 1.385 2.324 3.676 
50 0.379 0.785 1.456 2.478 3.876 
100 0.409 0.835 1.483 2.623 4.153 
200 0.427 0.855 1.592 2.698 4.291 
400 0.451 0.879 1.627 2.711 4.948 
800 0.470 0.893 1.633 2.724 4.401 
1,600 0.480 0.932 1.700 2.722 4.499 
Temperature coefficients. 
Per cent. Conductivity units. 


25 to 35° 85 to 45° 45 to 55°55 to 65°65 бо 75°25 to 35°35 to 45°45 to 55°55 to 65°65 to 75? 


0.0948 | 0.0775 | 0.0683 | 0.0426 | 0.0504 | 0.0349 0.0556 | 0.0870 | 0.0913 | 0.1539 
1.3) 0.0989 | 0.0831 | 0.0677 | 0.0558 | 0.0345 | 0.0356 | 0.0595 | 0.0887 


| 0.1226 | 0.11 

| 0.1016 | 0.0828 | 0.0656 | 0.0569 | 0.0318 | 0.0369 | 0.0607 | 0.0878 | 0.1262 0.1631 

10 | 0.1037 | 0.0842 | 0.0678 | 0.0580 | 0.0492 | 0.0383 | 0.0633 | 0.0939 | 0.1352 | 0.1807 
0.1071 | 0.0855 | 0.0698 | 0.0567 | 0.0487 | 0.0406 | 0.0671 | 0.1017 | 0.1402 | 0.1887 
0.1057 | 0.0776 | 0.0769 | 0.0583 | 0.0501 | 0.0429 | 0.0648 | 0.1140 | 0.1530 | 0.2083 
0.1086 | 0.0862 | 0.0693 | 0.0590 | 0.0509 | 0.0435 | 0.0737 | 0.1104 | 0.1593 | 0.2186 
0.1011 | 0.0851 | 0.0650 | 0.0604 | 0.0516 | 0.0442 | 0.0748 | 0.1058 | 0.1637 | 0.2244 


0.1020 | 0.0829 | 0.0668 | 0.0616 | 0.0515 | 0.0451 | 0.0740 | 0.1091 | 0.1677 | 0. 
0.1198 | 0.0824 | 0.0601 | 0.0653 | 0.0524 | 0.0508 | 0.0768 | 0.1022 vu 
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Taste 129.—Molecular Conductivity of Rubidium Iodide in Glycerol at 25°, 35°, 45°, 55°, 65°, and 
75°, together with Temperature Coefficients in Per Cent and in Conductivity Units. 


и 35 ио 45? ио 55° My 65° 
| 0.704 1.275 22 atl 3.229 
| 0.688 1.252 2.100 3.286 
4 0.680 1.236 2.089 3.278 
0.649 1.212 2.034 3.197 
Г 0.657 1.218 2.007 3.103 
0.703 1.330 2.256 3.575 
0.721 1.361 2.320 3.687 
0.745 1.378 2.360 3.861 
0.751 1.391 2.408 3.937 
0.781 1.380 2.405 3.941 
0.805 1.389 2.395 4.150 
"Temperature coefficients. 
Per cent. Conductivity units. 
` EI 
25 to 35°35 to 45° 45 to 55°55 to 65°65 to 75° 25 to 35°35 to 45°45 to 55° 55 to 65 65 to 75? 
1 |0.0983 | 0.0810 | 0.0656 | 0.0530 | 0.0474 | 0.0349 | 0.0571 | 0.0836 | 0.1118 | 0.1542 
1.3| 0.1012 | 0.0819 | 0.0677 | 0.0565 | 0.0464 | 0.0346 | 0.0564 | 0.0848 | 0.1186 | 0.1526 
2 | 0.1036 | 0.0818 | 0.0690 | 0.0569 | 0.0473 | 0.0346 | 0.0556 | 0.0853 | 0.1189 | 0.1551 
4 | 0.1022 | 0.0867 | 0.0678 | 0.0572 | 0.0471 | 0.0328 | 0.0563 | 0.0822 | 0.1163 | 0.1506 
10 | 0.1034 | 0.0846 | 0.0674 | 0.0546 | 0.0499 | 0.0334 | 0.0556 | 0.0794 | 0.1096 | 0.1564 
50 | 0.1038 | 0.0892 | 0.0696 | 0.0584 | 0.0541 | 0.0358 | 0.0627 | 0.0926 | 0.1318 | 0.1833 
100 | 0.1025 | 0.0888 | 0.0705 | 0.0588 | 0.0455 | 0.0365 | 0.0640 | 0.0960 | 0.1366 | 0.1779 
200 | 0.1052 | 0.0844 | 0.0719 | 0.0636 | 0.0487 | 0.0382 | 0.0628 | 0.0987 | 0.1501 | 0.1882 
400 | 0.1041 | 0.0857 | 0.0731 | 0.0635 | 0.0481 | 0.0383 | 0.0644 | 0.1017 | 0.1529 | 0.1895 
800 | 0.1110 | 0.0767 | 0.0742 | 0.0628 | 0.0461 | 0.0411 | 0.0599 | 0.1025 | 0.1536 | 0.1815 
1,600 | 0.1159 | 0.0725 | 0.0724 | 0.0732 | 0.0402 | 0.0432 | 0.0584 | 0.1006 | 0.1755 | 0.1659 


TABLE 130.—Molecular Conductivity of Rubidium Nitrate in Glycerol at 25°, 35°, 45°, 55°, 65°, and 
75°, together with Temperature Coefficients in Per Cent and in Conductivity Units. 


Molecular conductivities. 


y 
ир 25 Jr BS I URP [ot us 65° WENT 
[E 2 0.299 0.625 1.093 1.930 3.005 4.435 
4 0.294 0.611 1127 1.913 2.979 1.392 
10 0.325 0.666 1.228 2.088 3.272 4.866 
50 0.366 0.742 1.384 2.850 ВИО 5.570 
100 0.386 0.793 1.450 2.481 3.917 5.894 
200 0.388 0.793 1.490 2.495 4.000 5.960 
400 0.407 0.801 1.471 2.487 3.932 5.862 
800 0.417 0.873 1.550 2.605 4.161 6.174 
'Temperature coefficients. 
V Per cent. Conductivity units. 
25 to 35°35 to 45?45 to 55°55 to 65°65 to 75?|25 to 35°35 to 45° 45 to 557/55 to 65°65 to 75? 
2 | 0.1090 | 0.0749 | 0.0763 | 0.0557 | 0.0475 | 0.0326 | 0.0468 | 0.0837 | 0.1075 | 0.1430 
4 | 0.1078 | 0.0844 | 0.0698 | 0.0557 | 0.0474 | 0.0317 | 0.0516 | 0.0786 | 0.1066 | 0.1413 
10 | 0.1046 | 0.0844 | 0.0700 | 0.0568 | 0.0487 | 0.0341 | 0.0562 | 0.0860 | 0.1184 | 0.1594 
50 | 0.1027 | 0.0865 | 0.0699 | 0.0579 | 0.0505 | 0.0376 0.0642 | 0.0966 | 0.1362 | 0.1858 
100 | 0.1051 | 0.0829 | 0.0710 | 0.0579 | 0.0505 | 0.0407 | 0.0657 | 0.1031 | 0.1436 | 0.1977 
200 | 0.1044 | 0.0879 | 0.0674 | 0.0602 | 0.0491 | 0.0405 | 0.0697 | 0.1005 | 0.1505 | 0.1963 
400 | 0.0968 | 0.0836 | 0.0690 | 0.0581 | 0.0491 | 0.0394 | 0.0670 | 0. 1016 | 0.1445 | 0.1930 
800 | 0.1096 | 0.0776 | 0.0680 | 0.0597 | 0.0483 | 0.0456 | 0.0677 | 0.1055 | 0.1556 | 0.2013 
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TABLE 131.—Molecular Conductivity of Ammonium Iodide in a Mixture of 75 Per Cent Glycerol 
with Water at 25°, 85°, and 45°, together with Temperature Coefficients in Per Cent and in Con- 


ductivity Units. 


Molecular conductivities. 


Temperature coefficients. 


My 45° 


11.61 
11.53 
11.50 
11.47 
11.75 
12.56 
12.94 
13.19 
13.18 
13.74 
13.73 


Per cent. Conductivity units. 

25 to 35? | 35 to 45° | 25 to 35? | 35 to 45° 
0.0504 0.0409 0.276 0.337 
0.0505 0.0422 0.292 0 342 
0.0527 0.0437 0.276 0.350 
0.0542 0.0435 0.281 0.348 
0.0551 0.0440 0.290 0.359 
0.0572 0.0454 0.318 0.392 
0.0557 0.0456 0.318 0.405 
0.0558 0.0457 0.324 0.414 
0.0561 0.0466 0.323 0.419 
0.0560 0.0456 0.339 0.430 
0.0557 0.0462 0.336 0.434 


TABLE 132.—Molecular Conductivity of Ammonium Iodide in a Mixture of 50 Per Cent Glycerol with 
Water at 25°, 35°, and 45°, together with Temperature Coefficients in Per Cent and in Conduc- 


tivity Units. 


Molecular conductivities. 


Temperature coefficients. 


V 
12:255 
1 22.38 
IRS 22.19 
2 222 
10 Pra 1 
50 24.69 
100 25.52 
200 25.49 
400 25.68 
800 26.29 
1,600 26.62 


Ky 35° 


29.40 
29.36 


My 45° 


37.24 
37.25 
87.55 
40.84 
43.16 
44.83 
45.18 
45.30 
46.18 
47.00 


Per cent. Conductivity units. 
25.601959 | SS 10 45080 1825160: 05 SS OS 
0.0314 0.0267 0.702 0.784 
0.0323 0.0269 0.717 0.789 
0.0334 0.0272 0.739 0.804 
0.0351 0.0290 0.812 0.907 
0.0353 0.0292 0.871 0.976 
0.0353 0.0301 0.902 1.029 
0.0360 0.0303 0.917 1.052 
0.0371 0.0287 0.952 1.010 
0.0364 0.0287 0.958 1.031 
0.0360 0.0298 0.959 1.079 


TABLE 133.—Molecular Conductivity of Ammonium Iodide in a Mixture of 25 Per Cent Glycerol with 
Water at 25°, 85°, and 45°, together with Temperature Coefficients in Per Cent and in Conduc- 


tivity Units. 


Molecular conductivities. 


Temperature coefficients. 


y 
Mo 25° 
10 61.58 
50 64.32 
100 66.69 
200 68.54 
400 68.12 
800 69.21 
1,600 69.68 


My 35° 


donde 
80.30 
82.86 
85.87 
85.07 
87.26 
88.47 


Per cent. Conductivity units. 

25 to 35° | 35 to 45° | 25 to 35° | 35 to 45° 
0.0246 0.0207 T5513 1.591 
0.0248 0.0223 1.598 1.795 
0.0242 0.0225 1.617 1.864 
0.0256 0.0201 dq d 1.852 
0.0249 0.0224 1.695 1.910 
0.0261 0.0214 1.805 1.866 
0.0269 0.0208 1.879 1.838 
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TABLE 134.—Molecular Conductivity of Ammonium Iodide in Water at 25°, 35°, and 45°, together 
with Temperature Coeficients in Per Cent and in Conductivity Units. 


Temperature coefficients. 
Molecular conductivities. = : 
V Per cent. Conductivity units. 
fig 25° Ho 35° шу 45° 25 to 35? | 85 to 45° | 25 to 35? | 35 to 45° 
5 100.7 114.1 130.4 0.0133 0.0143 1.34 1.63 
2 102.5 125.3 147.5 0.0222 0.0178 2.28 2:22 
4 105.3 125.8 TSIS 0.0195 0.0202 2.05 2.55 
; 10 12153 148.6 172.6 0.0225 0.0161 2.78 2.40 
50 135.2 160.5 186.3 0.0187 0.0160 2.58 2.58 
| 100 136.3 161.3 190.8 0.0184 0.0182 2.50 2.95 
| 200 139.0 168.5 197.7 0.0212 0.0173 2.95 2.92 
| 400 143.1 171-2 202.9 0.0196 0.0185 2.81 Sm 
800 151.1 182.0 215.1 0.0204 0.0176 3.09 3.21 
1,600 154.7 184.6 218.4 0.0193 0.0183 2.99 3.38 


Taste 135.—Molecular Conductivity of Rubidium Bromide in a Mixture of 75 Per Cent Glycerol with 
Water at 25°, 35°, and 45°, together with Temperature Coefficients in Per Cent and in Conduc- 


tivity Units. 


Temperature coefficients. 


Molecular conductivities. 
V Per cent. Conductivity units. 
Bo 25° Mo 85° My 45° 25 to 35° | 35 to 45° | 25 to 35^ | 35 to 45° 
f 5.33 7.81 10.87 0.0465 0.0392 0.248 0.306 
1.8 5.81 7.94 11.07 0.0495 0.0394 0.263 0.313 
2 5.39 8.05 TL 0.0494 0.0437 0.266 0.352 
4 5.43 8.28 11.79 0.0525 0.0424 0.285 0.351 
10 5.67 8.63 12.31 0.0522 0.0426 0.296 0.368 
50 6.15 9.31 13.46 0.0514 0.0446 0.316 0.415 
100 6.27 9.67 13.86 0.0542 0.0433 0.340 0.419 
200 6.35 9.79 14.11 0.0542 0.0441 0.344 0.432 
400 6.41 9.87 14.28 0.0540 0.0448 0.346 0.441 
800 6.52 10.03 14.45 0.0538 0.0441 0.351 0.442 
1,600 6.52 10.07 14.51 0.0544 0.0441 0.355 0.444 


Taste 136.—Molecular Conductivity of Rubidium Bromide in a Mixture of 50 Per Cent Glycerol with 
Water at 25°, 35°, and 45°, together with Temperature Coefficients in Per Cent and in Conduc- 


оу Units. 


Temperature coefficients. 
Molecular conductivities. = 
Y Per cent. Conductivity units. 
Ho 25° Ho 30° uy 45° 25 to 35° | 35 to 45° | 25 to 85° | 35 to 45° 
i 21.65 27.98 35.27 0.0292 0.0261 0.633 0.729 
im 21.38 28.33 36.37 0.0325 0.0284 0.695 0.804 
2 22.31 28.90 36.75 0.0295 0.0280 0.659 0.785 
4 23.33 30.84 39.31 0.0321 0.0281 0.751 0.847 
10 24.51 32.73 41.85 0.0335 0.0279 0.822 0.912 
50 26.25 34.85 44.92 0.0328 0.0289 0.860 1.007 
100 26.87 36.02 46.72 0.0340 0.0297 0.915 1.070 
200 27.54 37.01 48.17 0.0344 0.0301 0.947 1.116 
400 27.97 37.47 48.39 0.0340 0.0292 0.950 1.092 
800 28.47 38.35 49.60 0.0347 0.0293 0.988 1:125 
1,600 28.39 38.33 49.48 0.0350 0.0291 0.994 1.115 
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TABLE 137.—Molecular Conductivity of Rubidium Bromide in a Mixture of 25 Per Cent Glycerol with 
Water at 25°, 35°, and 45°, together with Temperature Coefficients in Per Cent and in Conduc- 
tivity Units. 


Temperature coefficients. 
Molecular conductivities. 
V Per cent. Conductivity units. 
Во 295 War Ho 45° 25 to 35° | 35 to 45° | 25 to 35? | 35 to 45° 
| MH 

2 51.79 COL ИА | 79.87 0.0270 0.0214 1.396 1.410 
4 54.23 6123 | 81.80 0.0240 0.0217 1.300 1.457 
10 62.88 76.85 93.67 0.0222 0.0219 1.397 1.682 
50 69.27 84.84 103.77 0.0225 0.0223 1.557 1.893 
100 69.44 86.22 105.46 0.0239 0.0223 1.678 1.924 
200 71.39 89.09 108.43 0.0248 0.0217 1.770 1.934 
400 73.40 91.15 111.22 0.0242 0.0220 1.745 2.007 
800 74.16 92.10 ЛӨП 0.0242 0.0214 1.794 1.971 
1,600 82.85 101.59 | 128.19 0.0226 0.0218 1.874 2.160 


TABLE 138.—Molecular Conductivity of Rubidium Bromide in Water at 25°, 85°, and 45°, together 
with Temperature Coefficients in Per Cent and in Conductivity Units. 


Temperature coefficients. 
y Molecular conductivities. e Conductivity units 
pho po Ly 45? 25 00/0993 195:00:459 | 95 зо BODEGAS 
———T a ——— 
2 96.3 119.8 137.4 0.0243 0.0147 2599 1.76 
4 107.8 REI 15328 0.0226 0.0160 2.43 21102 
10 121.8 143.8 | 165.8 0.0181 0.0153 2.20 2.20 
50 ISTE? 1630 7 18953 0.0188 0.0162 2.58 2.68 
100 142.2 167-2 195.4 0.0176 0.0169 2.50 2.82 
200 143.3 170.1 199.9 0.0187 0.0175 2.68 2.98 
400 148.4 174 90 | 20222 0.0178 0.0156 2.65 2.78 
800 152.8 179519 20853 0.0172 0.0163 2368 2.92 
1,600 151.8 LAT DUMP TÉ 0.0185 0.0177 2.81 3.18 


Taste 139.—Comparison of Temperature Coefficients of Ammonium Iodide and Rubidium Bromide 


100 p. сї 


from 25? to 35? in Mixtures of Glycerol and Water. 


Ammonium iodide. 


Rubidium bromide. 


0.1047 
0.1061 
0.1070 
0.1082 
0.1030 
0.0923 
0.0964 


75 p. et. 


0.0551 
0.0572 | 
0.0557 
0.0558 
0.0561 
0.0560 
0.0557 


50 p. ct. 25 p. ct. 


0.0351 
0.0353 
0.0358 
0.0360 
0.0371 
0.0364 
0.0360 


0.0246 
| 0.0248 
0.0242 | 
0.0256 
0.0249 
0.0261 
0.0269 


Op. ct. 


0.0225 
0.0187 
0.0184 
0.0212 
0.0196 
0.0204 
0.0193 


100 p. ct 


0.1037 
0.1071 
0.1057 
0.1036 
0.1011 
0.1020 
0.1198 


75 p. ct.| 50 p. et. 
0.0335 
0.0328 
0.0340 
0.0344 
0.0340 
0.0347 
0.0350 


25 p. et. 


0.0222 
0.0225 
0.0239 
0.0248 
0.0242 
0.0242 
0.0226 


0.0522 
0.0514 
0.0542 
0.0542 
0.0540 
0.0538 
0.0544 
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Taste 141.—Viscosity and Fluidity of Ammonium Iodide and Rubidium Bromide in Various 


Mixtures. 

Temperature 
„| coefficients. 

n 25° n 85° 945? | $25? | 63 & 45 
25 to 35°35 to 45° 
ad | ا‎ 
0.2548 | 0.1580 | 0.1049 | 3.925 6 9.529| 0.0612 | 0.0506 
Ammonium iodide 0.2703 | 0.1656 | 0.1004 | 3.700 6 9.138 0.0632 | 0.0513 
in75 per cent gly- 0.2873 | 0.1754 | 0.1143 | 3.481 5 8.749 0.0637 | 0.0535 
cerol with water 0.3058 | 0.1842 | 0.1193 | 3.270 5 8.383| 0.0660 | 0.0544 
at 25°, 855, 45°... 0.3097 | 0.1873 | 0.1204 | 3.229 5 8.302 0.0653 | 0.0555 
0.3174 | 0.1902 | 0.1220 | 3.151| 5 8.197 0.0669 | 0.0559 
0.05335 0.03838 0.02821 18.73 | 26.05 | 35.45 | 0.0390 | 0.0361 
Ammonium iodide 0.05534 0.03950 0.02885 18.07 | 25.32 | 34.66 | 0.0401 | 0.0369 
in 0 per cent gly- || 0.05793 0.04089| 0.02967 17.26 | 24.46 | 33.70 | 0.0417 | 0.0378 
cerol with water 0.06029 0.04230, 0.03182, 16.59 | 23.64 | 31.43 | 0.0425 | 0.0329 
at 25°, 35°, 45°. . 0.06064 0.04260) 0.03092 16.49 | 23.47 | 32.34 | 0.0423 | 0.0379 
| 0.06174) 0.04299 0.08092 16.20 | 23.26 | 32.34 | 0.0432 | 0.0390 
0.01802) 0.01406 0.01124 55.49 | 71.12 | 88.97 | 0.0282 | 0.0251 
Ammonium iodide 0.01843 0.01436) 0.01147 54.26 | 69.04 | 87.18 | 0.0283 | 0.0252 
in 25 per cent gly- 0.01910 0.01464 0.01157 52.36 | 68.31 | 86.43 | 0.0205 | 0.0265 
cerol with water 0.01973) 0.01501 0.01180) 50.68 | 66.62 | 84.75 | 0.0314 | 0.0272 
at 25°, 35°, 45°... 0.01997, 0.01510 0.01182 50.07 | 66.22 | 84.60 | 0.0322 | 0.0278 
0.02018 0.01525 0.01189 49.55 | 65.57 | 84.10 | 0.0333 | 0.0282 
0.00838) 0.00695 0.00584119.3 143.9 178.2 | 0.0206 | 0.0170 
Vet 0.00869 0.00701 0.00589115.1 142.7 169.8 | 0.0240 | 0.0190 
p nonas acide 0.00871 0.00705 0.00595114.7 141.7 168.0 | 0.0235 | 0.0185 
epo e eu 0.00877 0.00712) 0.00590114.0 [140.4 169.4 | 0.0232 | 0.0206 
торы б: 0.00889 0.00717| 0.00597112.4 139.4 167.5 | 0.0240 | 0.0217 
0.00891 0.00720) 0.00597112.2 138.9 167.5 | 0.0238 | 0.0205 
0.2753 | 0.1702 | 0.1137 | 3.627 5.874 8.797 0.0619 | 0.0496 
TES 0.2844 | 0.1756 | 0.1152 | 3.516 5.694 8.683 0.0619 | 0.0525 
UE a 0.2944 | 0.1795 | 0.1169 3.396 5.570) 8.556 0.0640 | 0.0536 
Bom a 0.3036 | 0.1838 | 0.1168 | 3.293 5.441 8.558, 0.0652 | 0.0573 
( 0.3108 | 0.1877 | 0.1184 | 3.217 5.327 8.432 0.0656 | 0.0583 
0.3135 | 0.1880 | 0.1209 | 3.189 5.319 8.270 0.0668 | 0.0555 
0.05514 0.03058 0.02900 18.14 | 25.27 | 34.41 | 0.0393 | 0.0362 
xS .05625 0.04035 0.02946, 17.78 | 24.78 | 33.95 | 0.0394 | 0.0370 
ER 0.05791 0.04064 0.03014 17.27 | 24.61 | 33.18 | 0.0425 | 0.0348 
UA EC Ge 0.05915 0.04194 0.03018 16.91 | 23.90 | 33.13 | 0.0414 | 0.0386 
0.05986 0.04207) 0.03029 16.71 | 23.77 | 33.01 | 0.0423 | 0.0389 
0.06021 0.04229) 0.03035 16.61 | 23.65 | 32.95 | 0.0424 | 0.0393 
Te 0.01931 0.01492 0.01179| 51.80 | 67.03 | 84.81 | 0.0294 | 0.0265 
A ce 0.01970| 0.01505 0.01186 50.76 | 66.44 | 84.30 | 0.0309 | 0.0269 
God Sareea 0.01996 0.01518 0.01190 50.09 | 65.88 | 84.06 | 0.0315 | 0.0276 
0.02017| 0.01523) 0.01191 49.59 | 65.64 | 83.97 | 0.0324 | 0.0279 

ue Í 0.00872) 0.00718) 0.00608114.7 139.4 [164.3 | 0.0215 

: ; \ 0.0179 
шс bronie 0.00882 0.00720) 0.00600113.2 1138.8 1166.7 | 0.0226 | 0.0201 
bro узо , 0.00880 0.00717 0.00596113.6 139.4 167.7 | 0.0227 | 0.0208 
DR e 0.00891 0.00720) 0.00597112.2 138.9 167.5 | 0.0238 | 0.0205 


TABLE 142.— Percentage Increase in Fluidity 
of Normal Solutions in Glycerol at 25°, 


35°, and 45°. 


| 25° 
NELI | 32.4 
Rbl....| 926.3 
RbBr...| 18.5 
RbCl | 12.2 


45° 


22.9 


19.6 
11.9 
6.8 


Taste 143.—Comparison of Percentage Increase 
in Fluidity of Glycerol by Ammonium Iodide 


and Rubidium Iodide at 25°. 


Mol. conc. 


1.00 
0.75 
0.50 
0.25 
0.10 
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TanLE 144.— Percentage Increase in Fluidity of Glycerol-Water Mixtures at 25°. 


Mol. conc. | Glycerol | 75 p. ct. | 50 p. ct. | 200P. eb | Water | 
COH oa 
| 


9.2 | (8.8) | (4.5) | 
5.7 | 


DISCUSSION OF RESULTS. 


The hypothesis of Dutoit and Aston, already referred to, makes the dissociating 
power of a solvent a function of its own association. The degree of association of a 
solvent by the method of Ramsay and Shields has been shown to decrease with rise 
in temperature. Therefore the increase in conductivity usually observed with rise 
in temperature can not be due to an increase in the number of ions present, but must 
be caused by an increase in the velocity of those ions. As Guy and Jones have 
already brought out, the change in the velocity of the ions with rise in temperature is 
to be ascribed to the change in the viscosity of the media surrounding the ions, and 
in some instances to the change in the mass of the ionic complexes formed by the ions 
and a certain number of molecules of the solvent. 

Previous workers with glycerol as a solvent have already noted the enormous 
increase in the conductivity of solutions in it with rise in temperature. While Guy 
and Jones have found some evidence for the existence of glycerolates, we believe 
the chief conditioning factor to be the change in the viscosity of the solvent. It is 
with the viscosity phenomena, and chiefly with the lowering of the viscosity of 
glycerol by certain salts, that this investigation has had to deal. 

Both conductivity and viscosity data have been obtained for the various salts and 
are given in tabular form with accompanying tables of temperature coefficients. 

Tables 126 to 130, inclusive, contain the molecular conductivities at ten-degree 
intervals from 25° to 75° of ammonium iodide and of the several rubidium salts 
which have been studied in pure glycerol as asolvent. In agreement with the work 
of preceding investigators, viz, Jones and Schmidt, and Guy and Jones, all the values 
for u, are seen to be extremely low—much smaller than the corresponding values in 
water. These values show a marked increase with rise in temperature, and in the 
more dilute solutions (N/10 to N/1600) a regular increase with dilution. It is to be 
noted that in the more concentrated solutions, especially of the iodides, a decrease in 
conductivity takes place, the minimum lying as a rule close to the value for the N/10 
solution. A discussion of this phenomenon will be taken up after a review of the 
viscosity data. 

The corresponding temperature coefficients of all the salts studied, both in con- 
ductivity units and in percentages, are of the same order of magnitude and show the 
same relative increase with increased dilution. This is to be expected, since these 
salts are all binary electrolytes, and since all belong to that class whose cations, pos- 
sessing the largest atomic volumes, have been shown to have little or no hydrating 
power in water. Such is not the case with ternary electrolytes in glycerol and espe- 
cially with salts of caleium, strontium, barium, and cobalt, the explanation of which 
has been fully given by Guy and Jones, who base their conclusions on the solvate 
theory. They point out that if there is solvation this should be more marked in the 
more dilute solutions where the amount of solvent per ion is greatest. Hence a 
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change in temperature would produce the greatest effect where the solvation was 
greatest,viz,in the more dilute solutions, and in solutions of those salts which have 
the greatest power of solvation. 

The per cent temperature coefficients are seen to be very large, being from 10 to 
11 per cent between 25? and 35°. They decrease rapidly with rise in temperature, 
the values between 65? and 75? lying between 4.5 and 5 per cent. This may be 
partially accounted for by the enormous decrease in the viscosity of glycerol with 
rise in temperature. At 25? glycerol has a viscosity approximately 660 times that 
of water, while at 35? the value is 370 times that of water—but little more than half 
as great. At 75? the ratio falls to 70. In no other common solvent 
are the temperature coefficients of conductivity so great, and the 
above ratios will show to some extent why this should be the case. 

Tables 131 to 138, inclusive, contain the molecular conductivities 
at 25?, 35?, and 45? of ammonium iodide and rubidium bromide in 
mixtures of glycerol with water. Figs. 81 and 82 express these results 
graphically. The solvents were 
prepared by diluting n c.c. of D 3 A 
glycerol to 1 liter and denoting III, — V-400 
the resulting solvent as a mixture IV, — V-1600 
of n per cent glycerol with water. 

It will be seen that the conduc- 
tivity curves of such mixtures 
show a decided sagging, the con- 
ductivity values being always 
less than would be expected from 
the law of averages. The expla- 
nation of this has been given by 
Jones and Lindsay! and by Jones 
and Murray? for mixtures of 
water with the alcohols, and has 
been extended to mixtures con- 
taining glycerol by Guy and 
Jones. When two highly asso- 
ciated liquids are mixed, or, to 
take a specific instance, when Per cent. Glycerol 
glycerol is mixed with water, it Ета. 81.—Conductivity of Ammonium Iodide in 


has been shown that in such a аиа 

case the properties of the mixture аге not additive, each solvent tending to break 
down the association of the other; the combined dissociating effect of the two being 
less than would be expected had there been no such mutual diminution of the asso- 
ciation. Guy and Jones have shown that in the case of glycerol mixtures with the 
aleohols the diminution of the association takes place largely in the case of the 
glycerol. 

: In table 139 a comparison is made of the temperature coefficients at 25? to 35° of 


Molecular Conductivity 


100 75 50 25 0 


tAmer. Chem. Journ., 28, 329 (1902). 3Ibid., 30, 193 (1903). 
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the two salts which have been studied in mixed solvents. "These are seen to diminish 
rapidly with the addition of water, passing from 10 per cent in pure glycerol to 2 per 
cent in 25 per cent glycerol. 

The curve representing the specific conductivities of the various mixtures from 
glycerol to pure water is shown in fig. 83. Тһе values for 50 and 25 per cent glycerol 
are larger than that for water. This is probably due to the presence of a few OH 
ions split off from the glycerol by action of the water. 


NEGATIVE VISCOSITY COEFFICIENTS. 


A historical sketch of previous work on viscosity has already been given. It is 
necessary, therefore, to take up here only the more important points. 

Jones and ,Veazey’s apparently satisfactory explanation of the 
phenomenon of negative viscosity coefficients has received ample 
corroboration by later workers. It will be remembered that they 
attributed the lowering of the viscosity of a solvent by a dissolved 
substance to the lessening of the skin friction between the molecules 
of the solvent and the molecules or ions of the solute ina given volume 
of the solution, because of the 
large atomic volumes of the ca- 


tions, viz, potassium, rubidium, I, — V=10 
and cesium, these three metals a Ш eo, 
occupying the maxima on the IV, — V-1600 


atomic-volume curve.  Subse- 
quent investigations have shown 
that certain ammonium salts in 
organie solvents, such asglycerol, 
are to be included in this cate- 
gory. Although we may not 
speak of the ammonium radicle 
NH, as having atomic volume, 
still, it is well known that it 
posesses chemical properties 
closely allied to the alkali metals. 

It is not surprising, therefore, - 
to find negative viscosity effects ы 2 в 25 0 
produced by ammonium salts, Рег cent Glycerol 7 
and from observations made by к: Te aU LO Rubidium Bromide in 
Guy and Jones on ammonium 
bromide, and from our own observations on ammonium iodide, it is probable that 
the molecular complex (МН,) should occupy a place on the volume curve close 
to rubidium. 

In table 140 the viscosities and fluidities of ammonium iodide and of rubidium 
chloride, bromide, iodide, and nitrate! in pure glycerol at 25? to 75? are given for à 
range of dilution from N to N/10. In every case the viscosity of the solution is less 


1N/132 sol. saturated at 20°. 


Molecular Conductivity 


50 
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than that of the solvent. Even at 75°, rubidium chloride, which increases the fluidity 
the least, shows a positive fluidity coefficient of 0.3 per cent for the N/10 solution. 

A table of per cent temperature coefficients of fluidity is given with each table of 
viscosities. These are seen to be almost equal to the temperature coefficients of 
conductivity, but in every case are somewhat larger. This is to be accounted for 
by the decrease in association of the solvent with rise in temperature, causing a 
decrease in the ionization of the solute and therefore a smaller conductivity. This 
would in part offset the increase in conductivity due to an increase in the velocity 
of the ions, because of the decrease in the viscosity of the 
solvent with rise in temperature. 

The greatest viscosity lowering or increase in fluidity is 
to be observed in the case of the normal solution. : This 


is obvious, since the effect is proportional to the concen- E 
tration. The dilution curve does not pass through a E 
minimum, but becomes asymptotic to that of the solvent Е 
at dilutions beyond the N/50. Тһе percentage increase "S 
in fluidity becomes less also with rise in temperature, * 
which may be accounted for by the change in the molec- a 
ular aggregates of the sol- ч 
vent and by the greater a 
effect of temperature than 
of the dissolved salt on the B 
viscosity of the solvent. E 
With the above facts in ш 
view, it is possible to ex- 25 = 


plain the minima found at 
low temperatures in the 
conductivity curves forthe 
concentrated solutions. 
These minima are more 2 a ° 25 $ 
marked at 25?, and in the Per cent. Glycerol M 

СОО ОШО С alte ICH Fro. ELLA ondun NS opd Pridi of Glycerol- 
give the greatest lowering Í 

of the viscosity of glycerol, viz, ammonium and rubidium iodides. In the concen- 
trated solution (N-N/4) the ionization is nearly constant, while the negative vis- 
cosity effect decreases with increased dilution. 

Reference to fig. 84 will show that the conductivity and fluidity curves at 25° 
for rubidium iodide are practically parallel up to and through the N/10 solution. 
Beyond that dilution the increased ionization causes a rise in the conductivity curve, 
while the fluidity curve becomes the asymptote of the solvent. Here we have con- 
ductivity varying directly as the fluidity or inversely as the viscosity. It is of 
interest to observe that a salt can lower the viscosity of a solvent to such an extent 
as to increase its own conductivity in that solvent. Fig. 85 shows similar results with 
ammonium iodide. 

Table 142 shows the relative percentage increase in fluidity produced by normal 


БА ee a ae 
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solutions of the various rubidium salts and of ammonium iodide at 25? to 45°. It 
is evident that of the halogen salts of rubidium the iodide produces the greatest 
change in fluidity, followed by the bromide, then the chloride. This may be ex- 
plained by the fact that when the cation, here rubidium, to which the increase in 
fluidity is mainly due, remains the same, the negative viscosity effect is a function 
of the molecular volumes of the salt in question. 

If we divide the molecular weights of the three halogen salts by their densities 
referred to water as a unit, we obtain the following values: 

212.37 165.37 120.91 


КЫ, $09 = 7-02; RbBr, 278 = 5.95; RbCI, "o og = 5.496. 


35 


[^ 
о 


5 


Molecular Conductivity x 10% 


20 


Fluidity x 10 


15 
1L3 2 E 10 


Volume Concentration 
Fr. 84,—Conductivity and Fluidity of Rubidium Iodide in Glycerol at 25°. 


Reference to table 142 will show that the experimental data are in accord with 
this; rubidium iodide at 25° producing a per cent increase in fluidity of 26.3, rubi- 
dium bromide 18.5, and rubidium chloride 12.2. It was impossible to prepare a 
normal solution of rubidium nitrate in glycerol at the temperature 20°. The N/2 
solution was nearly saturated at that temperature, and shows somewhat greater 
negative viscosity coefficients than would be expected. | 

The N/4 solution, however, gives values between that of rubidium bromide and 
iodide, which is to be expected from its molecular volume. No adequate explana- 
tion ean be offered for the apparently abnormal negative viscosity coefficients of 
ammonium iodide in glycerol. 

In table 143 is given the percentage increase in fluidity at 25? produced by the 
two salts showing the most marked negative viscosity effect, vig, rubidium iodide 
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and ammonium iodide over the range of dilution studied. That the increase in 
fluidity is not exactly proportional to the concentration, may be due to the slight 
increase in ionization in the more dilute solution, the effect of the anions tending to 
offset that of the cation. 

Table 141 shows the viscosities and fluidities of rubidium bromide and ammonium 
iodide in glycerol-water mixtures at 25°, 35°, and 45°. The addition of water to 
glycerol causes an enormous increase in fluidity. Тһе curve representing the fluidity 
changes with decreasing percentages of glycerol is strikingly similar to the conduc- 
tivity curves in those mixtures. 


40 


©? 
л 


e» 
© 


Molecular Conductivity х 102 


25 


20 


Fluidity x 10 


15 
11:322 4 10 


Volume Concentration 


Fie. 85.—Conductivity and Fluidity of Ammonium Iodidein Glycerol at 25°. 


The salts studied show negative viscosity in the glycerol-water mixtures and in 
pure water at low temperatures. In water at 45°, rubidium bromide shows a ten- 
dency to pass over to positive viscosity, although the transition is not very marked. 

The last table (144) gives a comparison of the percentage increase in fluidity pro- 
duced by normal solutions of the two salts in glycerol-water mixtures at 25°. The 
values do not follow the law of averages in such mixtures, but are lower. This is in 
all probability due to the increased ionization in the mixed solvents, and also to 
the breaking down of the molecular complexes of the solvent, which would in both 
cases give ultimate particles with greater frictional surfaces. 
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SUMMARY. 


The following points have either been confirmed or brought out: 

1. Conductivity values in glycerol are extremely small, but show regular increase 
with rise in temperature and, except in special eases, with dilution. 

2. In the cases of salts producing a marked lowering of the viscosity of the solvent, 
a minimum in the conductivity curve of the concentrated solutions has been noted, 
the conductivity varying directly with the fluidity. 

3. Conductivities in glycerol-water mixtures do not follow the law of averages, 
but are always lower. 

4. Rubidium salts produce a phenomenal lowering of the viscosity of glycerol, 
much greater than that of the corresponding potassium salts. 

5. Ammonium salts seem more closely allied to rubidium than to potassium in 
their effect on the viscosity of a solvent like glycerol. 

6. 'The percentage increase in fluidity of the solvent produced by the dissolved 
salt becomes less with rise in temperature and with dilution. 

7. Rubidium salts in pure glycerol show no tendency to produce positive viscosity 
even at 75*. 

8. Curves representing fluidity and conductivity in mixtures of glycerol and water 
show marked similarity over the range of temperature studied. 


GENERAL DISCUSSION OF THE RESULTS. 


RESULTS OBTAINED BY STINE. 


When this work was undertaken by Dr. Stine the suggestion that we havehydra- 
tion in aqueous solution was about six years old.! Jones and Ota? and Jones and 
Knight? had observed the abnormally great depression of the freezing-point of water 
produced by certain electrolytes, and Jones and Chambers! had taken up asystematic 
study of a few substances in this connection. "This work was continued at the sug- 
gestion of Jones by Chambers and Frazer,* and it was found soon that the phenom- 
enon in question is of a more or less general character. 

This problem was then taken up systematically and in à broad way for the first 
time by Jones and Getman. They studied carefully a large number of typical 
substances, and found the apparently abnormally great freezing-point lowering to 
be a general phenomenon. This was later made more comprehensive by Jones and 
Bassett.5 

A method was worked out during this period for calculating the approximate 
composition of the hydrates formed by the more common electrolytes, over a wide 
range of dilution; and such calculations were made for a large number of substances. 
At the time the work recorded in this monograph was undertaken by Dr. Stine, 
we knew the approximate hydrating power at different dilutions of many of the sub- 
stances with which we have to deal in the chemical laboratory. 

'The problem which Dr. Stine solved (and when we consider the number of factors 
involved, solved very successfully) was the effect of one salt on the hydrating power 
of another salt present in the same solution. That the problem was of necessity 
very complex can be seen from a moment's consideration. If we mix two salts 
with a common ion, as is well known, each salt drives back the dissociation of the . 
other. This alone complicates the problem tremendously; further, that conduc- 
tivity is not an accurate measure of dissociation in concentrated solutions also com- 
plieates the problem. 

The first pair of substances studied contained a salt with large hydrating power— 
calcium chloride, and one with very small hydrating power—potassium chloride. 

It was found that the amount of water combined increases with increase in con- 
centration in the mixture as in the separate solutions; yet the total amount of water 
combined with the caleium chloride is less when potassium chloride is present. 
This is but the application of the effect of mass. The mixture of calcium chloride 
and potassium chloride contains less water than a solution of calcium chloride of the 
same concentration. We find in the case of the mixture, as in that of the simple 
salt, that the number of gram-molecules of combined water increases with the con- 
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centration; while the number of molecules of water combined with one molecule 
of the dissolved substance increases with the dilution of the solution. 

The difference between the amount of water combined with the calcium chloride 
when alone, and when in the presence of potassium chloride, increases with the con- 
centration of the two salts present. 

The next system studied was a pair of salts both having large hydrating power 
and also approximately the same hydrating power. "The salts chosen were caleium 
chloride and magnesium chloride. It was soon found, as would be expected from 
the effect of mass action, that each of these salts exerted a hydrating action upon 
the other, and that each was combined with less water when the two were mixed 
than when they were separate. The magnitude of the hydrating effect of each of 
these salts on the other was worked out quantitatively. 

The following ternary systems were also studied in the above connection: Mag- 
nesium chloride and strontium chloride, magnesium nitrate and strontium nitrate, 
and magnesium nitrate and calcium nitrate. Results of the same general character 
were obtained with these substances as with those already mentioned. Each salt 
diminishes the hydration of the other, and the magnitude of this effect was worked 
out approximately. 

A pair of binary electrolytes (sodium bromide + lithium broliido) and a pair of 
quaternary electrolytes (aluminium chloride+ferric chloride) were studied in this 
connection. Results of the same general character were obtained as with the ternary 
electrolytes. The results with the quaternary electrolytes are somewhat compli- 
cated by the hydrolysis of these substances, especially in the more dilute solutions. 
Nevertheless, the effect of each salt in dehydrating the other is clearly shown from 
the freezing-point determinations. 

The work was then extended from pairs of salts with a common anion to pairs 
with a common cation. The salts used were calcium chloride and calcium nitrate, 
and the results are similar to those obtained when the anion was kept constant. 

Another problem that was studied by Stine was the effect of temperature on the 
conductivities of solutions of electrolytes and of mixtures of these solutions. For 
this purpose it was necessary to select salts that do not form double salts with one 
another, and which have little or no power to combine with water. The salts chosen 
were potassium chloride and ammonium chloride. 

The conductivities of potassium chloride and of ammonium chloride were deter- 
mined separately, and then the conductivities of the mixtures taken. The conduc- 
tivities of the mixtures are less than the sum of the conductivities of the individual 
salts, as would be expected from the fact that each of the two salts with a common 
ion suppresses the ionization of the other. 

If this were the only cause of the difference, then this difference should be greatest 
when the most strongly dissociated solutions are mixed. This difference should, 
therefore, be greater at 0° than at 12°, and greater at 12° than at 25°. Exactly the 
opposite is true. 

Again, if this difference is dependent only upon the amount of the dissociation, 
and the driving back of the dissociation of one salt by another salt with a common 
ion, then, since the change in dissociation from 0° to 12° is a little greater than 
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from 12° to 25°, we should expect to find the difference in question greater from 0° 
to 12? than from 12? to 25?. Here, again, exactly the opposite is true. 

'The difference between the conductivity of the mixed salts and the sum of the 
conductivities of the constituents can not, then, be accounted for as due solely to a 
change in dissociation caused by each salt driving back the dissociation of the other 
with a common ion. Stine pointed out that there are three other factors which 
must be taken into account: (1) change in hydration, which changes the size and 
mass of the ion; (2) change in the viscosity of the solution with change in tempera- 
ture, which changes the friction of the ions in moving through thesolution; (3) change 
in the number of dissolved particles—ions and molecules. 

In the cases of potassium and ammonium chlorides, which are very little hydrated, 
the first factor (change in hydration) plays a very minor róle; the third undoubtedly 
plays some part, since & becomes smaller the higher the temperature; the second, 
or change in viscosity with rise in temperature, is undoubtedly the most important. 

'The effect of the viscosity of the solvent on the conductivity of electrolytes dis- 
solved in that solvent was thus clearly recognized by Stine, and pointed out by him 
a half-dozen years ago. 

This work was strong evidence for the solvate theory of solution. It showed that 
the effect of one salt on the hydration of another salt with which it was mixed was 
what would be expected from the law of mass action. This was worked out for a 
sufficient number of typical substances, with very different hydrating powers, to 
enable us to draw a general conclusion as to the correctness of the solvate theory 
of solution. In some cases there are apparent discrepancies between the results 
obtained by Stine and those found by subsequent workers with the same substances. 
It must be remembered that the subsequent work with both the freezing-point and 
the conductivity methods was done after these methods were both greatly improved. 

Further, in the work of Stine the aim was to obtain comparative values for the differ- 
ent substances rather than the highest degree of accuracy for the individual compounds. 

RESULTS OBTAINED BY PEARCE. 

The work which had already been done! in this laboratory on the freezing-point 
lowerings of water produced by electrolytes in general, had shown that they prac- | 
tically all give so-called “abnormal lowerings"—that is, lowerings much greater 
than can be accounted for from their dissociation. These freezing-point lowerings 
become more and more abnormal the more concentrated the solution. 

On the other hand, Jones? when working in Ostwald’s laboratory, had used the 
freezing-point methodto measure the dissociation of dilute solutions of electrolytes. 
This was done for the purpose of seeing whether the freezing-point and conductivity 
methods gave the same or different values for the dissociations of electrolytes in 
dilute solutions, or whether the so-called solubility method of measuring dissociation 
gave the true values. It was subsequently shown that the last-named method gave 
incorrect results. 

The freezing-point method, as used by Jones in 1892, gave values for dissociation 
that agreed fairly well with those calculated from the conductivity measurements 
of Kohlrausch. It was not known at that time that concentrated solutions of these 
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same electrolytes would give such abnormally great lowerings of the freezing-point 
of water. After this fact was brought to light in my laboratory, the question arose 
whether we can use the freezing-point method as an accurate measure of dissociation 
at any dilution. To test this point Dr. Pearce carried out the elaborate investiga- 
tion recorded in this monograph. The dissociations of a large number of electro- 
lytes were measured by the freezing-point method, and the results were compared 
with those obtained by the conductivity method. For this purpose the freezing- 
point method must be improved as much as possible and all sources of errorreduced 
toa minimum. The results recorded in this chapter are to be regarded as among the 
most reliable freezing-point measurements that have been made. Similarly, the 
conductivity results are among the most accurate that had been obtained up to that 
time. The conductivity method and apparatus have subsequently been somewhat 
improved, yet the agreement between the values obtained by Pearce and those of 
subsequent work! are, in general, very good. This investigation, in which the dis- 
sociation was measured by both the freezing-point and the conductivity methods, 
ought to show to what extent each method is influenced by the hydration of the ions. 
It ought also to throw some light upon the effect of hydration on the relative veloc- 
ities of the ions. 

It would seem on a priori grounds that hydration ought to affect the freezing- 
point method more than the conductivity method as a means of measuring electro- 
lytic dissociation. If a part of the water is combined with the dissolved substance, 
this is removed from the field of action as far as solvent is concerned. Freezing- 
point lowering is an arithmetical property. It depends upon the ratio between 
the number of molecules of the dissolved substance and those of the solvent. Freez- 
ing-point lowering would, therefore, be affected directly by any loss in solvent water 
due to a combination of a part of the water with the substance dissolved in it. 

The conductivity method of measuring dissociation would also be affected by water 
of hydration. The hydrated ions would have greater mass than the unhydrated, 
and their velocities would, therefore, be less. Hydration would also have some 
effect on the viscosity of the solution. Taking all of these factors into account, it 
would seem that hydration would affect the freezing-point method more than the 
conductivity method, and dissociation as measured by freezing-point lowering ought 
to have slightly higher values than as measured by conductivity. We shall see 
whether or not this is the case. 

Pearee also determined the freezing-point lowerings produced by concentrated 
solutions of the electrolytes with which he worked, and from the results calculated 
the approximate compositions of the hydrates formed by these substances at the 
various dilutions. Pearce worked especially with strongly hydrated substances, 
such as the chlorides of caleium, strontium, barium, and magnesium, and with the 
nitrates of these same elements. From the results with these substances it seemed 
that dissociation as measured by the freezing-point method was slightly greater 
than as measured by conductivity. This work was extended to the chloride and 
nitrate of cobalt, the chloride and nitrate of copper, and nickel nitrate. From these 
results it would seem that the molecular hydration and the total amount of combined 
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water are the same for any two salts, such as the above, which contain a common 
cation. From these results it therefore appears probable that the hydrating power 
of a salt is dependent chiefly upon the cation. 

The quaternary electrolyte aluminium chloride and the binary electrolyte sodium 
bromide were also brought within the scope of this work. It was also extended to 
the strong mineral acids, hydrochloric, nitric, and sulphuric. This work included 
fifteen salts and three strong acids, over a range of dilution from 0.01 to 2.0normal. 
The results seem to justify the following conclusions: 

In the more dilute solutions we have mainly ions present; in the more concentrated, 
largely molecules. We could thus study the effects of ions and molecules on freezing- 
point lowering. 

The hydration, or number of molecules of water combined with one molecule of 
the salt, or the ions resulting from it, increases with the dilution. This, in very 
dilute solutions, becomes of a large order of magnitude. The ions, thus largely 
hydrated in very dilute solutions, move more slowly than unhydrated ions, and the 
dissociation as measured by the conductivity method would thus be too small. 

The decrease in the number of molecules of water combined with one of the 
dissolved substances is in keeping with the work on the absorption spectra of solu- 
tions which has been in progress in this laboratory for the past seven years, and upon 
which several monographs! have already been published by the Carnegie Institution 
of Washington. The resonators in the more concentrated solutions are much freer 
to vibrate than in the more dilute—they are less hydrated. 

The most interesting and important point established in this investigation is 
that the hydrating power of a salt is a function chiefly of the cation, and the relation 
between hydrating power and atomic or ionic volume. Anions may have some 
hydrating power, but it seems to be very slight. 

At the highest maxima of the atomic-volume curve are the elements potassium, 
rubidium, and cesium. These elements with the largest atomic volumes form salts 
with small amounts of water of crystallization. These elements have very small 
hydrating power. Sodium and lithium also occupy maxima on the atomic volume 
curve, but these maxima are much lower than those of the three elements previously 
mentioned. Salts of sodium and lithium crystallize with two or three molecules of 
water, and these salts have some hydrating power. | 

Barium (with the largest atomic volume of the alkaline earths) forms salts which 
erystallize with two molecules of water. It has the smallest hydrating power of the 
alkaline earths. Calcium, strontium, and magnesium have smaller atomic volumes, 
form salts that crystallize with six molecules of water, and, therefore, have much 
larger hydrating power than barium. Magnesium, having the smallest atomic vol- 
ume of this group, has the largest hydrating power. 

Iron, cobalt, copper, and aluminium have very small atomic volumes and very · 
large hydrating power. 

A study of all the data obtained in this work shows not only that hydration is 
primarily a function of the cation, but varies inversely as the atomic volume of the 
cation; the smaller the cation the greater its hydrating power. 
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The discovery of this fact enabled us to explain many things which had hitherto 
been found in connection with the relative velocities of the ions, but which could 
not be explained. If we compare the atomic-volume curve with the curve of the 
migration velocities of the ions, we shall see that those ions which have the greatest 
hydrating power have the smallest migration velocities. Sodium and lithium, whose 
atomic volumes are less than half that of potassium, have velocities which are only 
about two-thirds that of potassium. This for a time was not understood. Sodium 
and lithium form salts which crystallize with two and three molecules of water; 
salts of these elements are therefore hydrated in solution, and these hydrates around 


. the sodium and lithium ions decrease the velocities of those ions. 


A large number of lines of evidence for the above relations are discussed in the 
preceding pages. The values of a are calculated from the molecular lowerings 
of the freezing-point, for all concentrations less than that at which the freezing-point 
curve passes through the minimum. In the more concentrated solutions a can not 
be calculated from freezing-point lowerings, on aecount of hydration. 

It was predicted from the solvate theory of solution that dissociation as measured 
by the freezing-point method would have higher values than when measured by elec- 
trical conductivity. This was confirmed experimentally without a single exception. 

In the case of every salt studied the dissociation as calculated from the freezing- 
point lowering is higher than the dissociation as caleulated from conductivity. 

Since the above prediction was based upon the solvate theory of solution, its 
verification is in keeping with that theory. 


RESULTS OBTAINED BY KREIDER, 


The conductivity method as left by Kohlrausch could not be satisfactorily used 
to measure dissociation in any solvent other than water. The reason for this is 
almost obvious. Take a solvent with small dissociation power. The dilution at 
which complete dissociation would be reached in such a solvent would be so great 
that the Kohlrausch conductivity method could not be applied to it. It would 
thus be impossible to determine u, accurately for the substance in a slightly dis- 
sociating solvent. The result was that the conductivity method, as a means of 
measuring dissociation, could not be used with any reasonable degree of accuracy 
even with a solvent with the dissociating power of ethyl alcohol. We had, up to 
this time, no thoroughly reliable method for measuring the dissociation in such com- 
mon and important solvents as the alcohols. The freezing-point method, obviously, 
could not be used for this purpose, since the alcohols do not freeze at temperatures 
that can be accurately measured. 

The boiling-point method was the only one available for the purpose under dis- 
cussion, and this could be used only with fairly concentrated solutions. Dilute 
solutions raised the boiling-point of alcohol so little that the change could not pos- 
sibly be measured with any degree of accuracy. This is especially true since the 
boiling-point method is affected very seriously by barometric changes. Further, 
the rise in the boiling-point of a solvent like the alcohols, by a dissolved substance, 
is very slight; and, consequently, the error in measuring this small quantity is rela- 
tively large. The hope of measuring with reasonable accuracy dissociation in non- 
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aqueous solvents lies in improving the conductivity method until it can be used for 
this purpose. With this idea in mind, better forms of induction coils were con- 
structed, and longer and more sensitive bridges employed. The rheostats were of 
high grade and very carefully calibrated. More important, however, than any of 
these improvements are those in the conductivity cells themselves. A form of cell 
which had a constant less than three units, was devised. This was secured by using 
platinum electrodes with large surfaces and placing these close together. The form, 
as already stated, was concentric platinum cylinders. It was necessary to take 
special precautions to purify the solvents, since work must be done in them in very 
dilute solutions. Kreider extended his work also to mixed solvents—mixtures of 
methyl and ethyl alcohols with water. The salts studied in pure methyl and pure 
ethyl aleohols are potassium iodide, ammonium bromide, potassium sulphocyanate, 
lithium nitrate, sodium iodide, calcium nitrate, cobalt chloride, and copper chloride. 

Maxima in the molecular conductivities were found, the dilutions studied ranging, 
in general, from v —1,000 to v= 50,000. jw. was usually reached at a greater con- 
centration at 0? than at 25°. This is what would be expected, since dissociation 
diminishes with rise in temperature. In some cases, however, the maxima occur at 
the same concentration at both temperatures. 

A relation was found between the values of и in methyl and in ethyl alcohols, 
which is of interest. Take any given salt and divide the value of и for that salt 
in methyl alcohol by the value of џи. for that salt in ethyl alcohol, and the result is 
nearly a constant. 

н» methyl alcohol 


= tant. 
И ethyl alcohol CH 


The value of this constant for methyl and ethyl alcohols is very nearly 2.37. 
For cobalt chloride the constant came out 3.68, which is just about one and a half 
times 2.37. Jones! had previously determined the dissociation of certain salts in 
methyl and ethyl alcohols by the boiling-point method as improved by himself. If 
we divide the dissociation in methyl alcohol by that in ethyl aleohol, we obtain an 
average ratio which is very close to 2.37. 

Dissociation as measured by conductivity in this work is greater than as found by 
the boiling-point method. This may be due, in part, to the polymerization of the 
undissociated molecules in the solvent in question. With the improved conductivity 
method used in this work it was possible in most cases to reach the true value of 
И, for the dissolved substances; and, therefore, the conductivity method could be 
used to measure dissociation in some non-aqueous solvents. 

The second investigation carried out by Dr. Kreider was an extension of the first 
to the compounds sodium bromide, lithium bromide, and cobalt bromide. Better 
methyl alcohol was obtained in this than in the former work , and dilutions as great 
as 100,000 liters were studied. 

The relation earlier discovered between u „in methyl alcohol and in ethyl alcohol 
was confirmed by this second investigation. When a salt is completely dissociated 
in each of two solvents, we have for the same concentration the same number of 
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ions in the two solutions. Conductivity is a function of the number of the ions and 
the velocities with which they move. When the numbers are constant we eliminate 
this factor, and conductivity is then a function of the relative velocities of the ions. 
The velocity is conditioned by the mass and volume of the ions, and by the fluidity, 


which is the reciprocal of the viscosity of the solvent. If the masses and volumes 


of the ions in two different solvents are constant, then ionic velocities in the two 
solvents should vary as the fluidities of these solvents. The ratio between Ш, in 
the two solvents should be the same as the ratio between the fluidities of these sol- 
vents. This, however, was found not to be the case. This shows that the mass 
and probably the volume of the solvated ion must differ in the solutions in the two 
solvents. The ratio between the values of u, in two solvents, when compared with 
the ratioof their fluidities, gives some idea of the relative solvationof the ionin ques- 
tion in the two solvents. 


RESULTS OBTAINED BY MAHIN. 


A fairly large amount of work had been done in my laboratory on the condition 
of salts in binary mixtures of certain solvents. The first work by Dr. Mahin had 
to do with the condition of salts in ternary mixtures of solvents, such as water, 
methyl alcohol, ethyl alcohol, and acetone. It was, of course, impossible to predict 
in advance whether any new principles would come to light as the result of the mutual 
action of three solvents upon one another. The salt used for this work was lithium 
nitrate. The conductivity of this salt in varying ternary mixtures of the above- 
named solvents was measured over a wide range in dilution. The viscosities of a 
number of these mixtures were also determined at 0? and 25?, and for various per- 
centages of acetone, methyl alcohol, and water, of acetone, ethyl alcohol, and water, 
and for methyl alcohol, ethyl alcohol, and water. 

It would seem, from this preliminary work with ternary mixtures of the various 
solvents, that the conductivities and viscosities are about what would be expected 
from the solutions in binary mixtures of these same solvents. Further work is being 
done in my laboratory on the properties of salts in ternary mixtures of these various 
solvents. Acetone is an unusual solvent in most of its properties. Substances 
dissolved in acetone are largely polymerized and, at the same time, some of the mole- 
cules are broken down into ions. This has led to confusion, in that it has been 
assumed that solutions in acetone as the solvent do not conduct themselves as solu- 
tions in other solvents. Jones carefully studied the point raised by Dutoit and 
Frederick, that certain substances dissolved in acetone have normal molecular 
weights, and yet show very considerable conductivity. "These were found not to 
have normal molecular weights in acetone at any dilution that could be studied by 
the boiling-point method. It seemed highly desirable to measure the conductivi- 
ties of substances dissolved in acetone over as wide a range of dilution as was possible. 
At very high dilutions the associate molecules should break down into simple 
molecules, and these then dissociate in the usual way. 

Acetone is, furthermore, a solvent with small viscosity, and the viscosities of 
mixtures of acetone with the alcohols and with water were determined. The con- 
ductivities of solutions of salts in these mixtures were also measured at various 
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temperatures, and the temperature coefficients calculated. The curves for conduc- 
tivity and fluidity could then be compared, and we could see whether the minima 
in the one corresponded to the minima in the other. 

The questions raised were: Will those salts with small molecular conductivities 
when completely dissociated gives value of и, which are inversely proportional 
to viscosity; whether the product of viscosity is a constant for mixed solvents and 
at different temperatures? Is this value the same for different electrolytes ? 

The salts used were lithium nitrate and cadmium iodide. It is well known that 
acetone has very considerable dissociating power. It was found that lithium nitrate 
was practically completely dissociated in acetone at a volume of 100,000 liters. 
The Ostwald dilution law was tested as to its applicability to the results in acetone, 
and found, for the more dilute solutions, to hold approximately. The molecular 
conductivity was multiplied by the viscosity to see whether the product is, or is 
not, aconstant. It was found that the product is practically constant and has the 
value of 0.70. This agrees with Walden’s value in many organic solvents. In 
mixtures of water with acetone this value ranges from 0.60 to unity. The deviation 
of the value from 0.70 is probably due to the fact that complete dissociation was not 
always reached in acetone. 

The molecular weight of lithium acetate in acetone was then determined by the 
boiling-point method, using the apparatus devised by Jones." It was found for the 
most dilute solution that could be studied by this method that the molecular weight 
was greater than the theoretical for the simplest chemical formula. This shows that 
even in such solutions there is considerable polymerization of the molecules. This 
is in keeping with the earlier work of Jones, in which he determined the molecular 
weights of certain salts dissolved in acetone, and found that they were always 
polymerized by this solvent. 

Cadmium iodide, which had also been found by Jones to be polymerized in ace- 
tone, was brought within the scope of this work. Although cadmium iodide is so 
little dissociated in water, we seem to have reached very nearly the valye of u, in 
acetone. The Ostwald dilution law holds roughly for dilute solutions of cadmium 
iodide in acetone, showing that џи, was nearly attained. This, however, required а 
dilution of several hundred thousand liters. 

The dissociation of cadmium iodide in acetone is much greater at zero than at 
25°. From our results it seems that the dissociation would probably be com- 
plete at about 600,000 to 700,000 liters. At this dilution the curves of molecular 
conductivity would become similar to those of fluidity, molecular conductivity 
and viscosity being inversely proportional to one another. The product of the two 
would then be a constant. 


RESULTS OBTAINED BY SCHMIDT. 


The work up to this point had had to do with solvents like the alcohols and ace- 
tone, which have viscosities of the same order of magnitude as water. The relations 
already discussed in this and in the preceding monograph? dealing with this same 
general subject had then been worked out for solvents having comparable viscosities. 
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The question then arose whether these same relations would hold for a solvent 
with a very large viscosity." Fortunately there is one such solvent, glycerol, which 
is well adapted to this work. It has very high viscosity, is an excellent solvent, and 
has a fairly high dielectric constant, which means that it is a good dissociating agent. 
Further, it is a fairly strongly associated solvent, which also indicates that it would 
have considerable dissociating power. 

An examination of the literature showed that very little had been done on the 
physical chemistry of glycerol. A few measurements of the conductivities of certain 
salts in glycerol had been made, but had not been carried out at all systematically. 
A similar condition was found to exist in reference to the measurements of the vis- 
cosities of solutions in glycerol as the solvent. 

A number of details had to be carefully observed in working with such a viscous 
solvent as glycerol. These have already been discussed at sufficient length. 

The salts studied in this first investigation in glycerol as a solvent were lithium 
bromide, potassium iodide, and cobalt chloride. These were studied in glycerol, 
water, methyl alcohol, ethyl alcohol, and in mixtures of glycerol with these solvents. 

The curves show that the conductivities of these salts in the mixed solvents do 
not obey the law of averages. There is a marked sagging of the curves. There is 
no minimum in the conductivity curves, as was found with mixtures of alcohol and 
water. With cobalt chloride, results were obtained analogous in all essential par- 
ticulars to those found for lithium bromide. Cobalt chloride has a greater conduc- 
tivity than lithium bromide in glycerol. This is what would be expected, since the 
former is a ternary and the second a binary electrolyte. The conductivity of cobalt 
chloride in ethyl alcohol is, however, apparently abnormally low. This is due to 
polymerization of the cobalt chloride by the alcohol, as was shown by the molecular 
weight determination by the boiling-point method. The results with potassium 
iodide are similar to those obtained with lithium bromide. 

Our work was carried out at different temperatures, so that the temperature coef- 
ficients of conductivity could be calculated. The most striking feature of the 
conductivities of salts in glycerol asa solvent is the enormous magnitude of the tem- 
` perature coefficients. This amounts to more than 10 per cent per degree between 
25? and 35°, and to more than 8.5 per cent between 25° and 45°. This is by far 
the largest temperature coefficient of conductivity that has ever been observed in 
any solvent. We shall sce that it is closely related to the temperature coefficients 
of fluidity in this same solvent. The enormous increase in conductivity with rise in 
temperature is, therefore, due largely to the rapid decrease in the viscosity of glycerol 
as the temperature is raised. 

The temperature coefficients of conductivity in the mixtures of glycerol with the 
other solvents, like the conductivities themselves, do not in any case obey the law 
of averages. They are always less than the average. 

Glycerol is therefore a solvent which, with other solvents, gives a mixture whose 
properties are not additive, and in this respect glycerol resembles water. It has 
been shown by earlier work! that ер water and the alcohols are mixed each dimin- 
ishes the association of the other. A similar result manifests itself when glycerol 
is mixed with water or with the ЛЕН Glycerol has the power of diminishing 
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the association of water and other associated solvents, such as the alcohols, and in 
turn these probably diminish the association of the glycerol. When the association 
of a solvent is diminished, so also is its dissociating power. 

The viscosities of solutions of the above substances in glycerol and in mixtures 
of glycerol with water, with methyl alcohol, and with ethyl alcohol, at 25° and 35°, 
were measured. This enables us to calculate the temperature coefficients of 
viscosity or its reciprocal fluidity, and to compare the coefficients of fluidity with 
those of conductivity. The fluidities of tenth-normal solutions were measured and 
were in nearly all cases less than those of the corresponding solvents. Negative 
viscosity coefficients were, however, found for potassium iodide in water and in the 
25 and 50 per cent mixtures of glycerol and water at 25? and 35°. The measuring 
of negative viscosity coefficients has already been discussed by Jones and Veazey.! 
While the salt does not lower the viscosity of glycerol itself, it does lower the vis- 
cosity of a 50 per cent mixture of glycerol and water. 

The relation pointed out by Jones and Veazey is that only salts of metals with 
large atomie volumes lower the viscosity of the solvent in which they are dissolved. 
Although no salt was found which decreased the viscosity of pure glycerol, yet a 
relation was discovered which was analogous to that found in aqueous solutions. 
The effect of the several salts on the viscosity of glycerol is inversely proportional 
to the molecular volumes of the salts in question. Thus, potassium iodide increases 
the viscosity of glycerol less than lithium bromide, and the former has a much 
larger molecular volume than the latter. Cobalt chloride increases the viscosity of 
glycerol more than either of the other salts named, and cobalt chloride has the 
smallest molecular volume of the three. "These relations are strictly analogous to 
those already discussed by Jones and Veazey! for solutions in water as the solvent. 

Although glycerol is more than 1,000 times more viscous than methyl alcohol, 
yet the same relations seem to hold here as for the less viscous solvents. The fluidity 
curves for glycerol and water, and glycerol and the aleohols, resemble very closely 
the conductivity curves in these solvents. These curves show the same sagging 
below the straight line of averages, and have no minima. 

The temperature coefficient of fluidity in pure glycerol, between 25? and 35°, - 
is 11.5. "This is slightly greater than the temperature coefficient of conductivity 
over this range of temperature, which is about 10.5 per cent. The larger value 
of the temperature coefficient of fluidity is probably due in part to the decrease in 
dissociation with rise in temperature, the molecules having less frictional surfaces 
than the ions into which they dissociate. 

A comparison of the conductivity and fluidity curves in glycerol show, then, that 
the two phenomena run nearly parallel; glycerol, therefore, resembles water much 
more closely than it resembles the alcohols. 

The molecular conductivities in glycerol do not reach the limiting value at any 
of the dilutions studied. At four-hundredth normal the molecular conductivities 
increase very slowly, showing that complete dissociation is reached at moderate 
dilution. Glycerol is, then, a strongly dissociating solvent, as would be expected 
from its large dielectric constant. 
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It was found that u, for glycerol, multiplied by 7, the viscosity, gave the value 
2.22 at 25° and 2.10 at 35°. Walden found a constant value of this product for 
about 30 organic solvents; but water, having the value 1.0, and glycol the value 1.32, 
were exceptions; glycerol is another exception. This may be due to the presence 
of the three hydroxyl groups, since water with one and glycol with two hydroxyls 
are also exceptions, and glycerol is the most pronounced exception of the three. 


RESULTS OBTAINED BY GUY. 


The conclusions reached as the result of the investigation by Schmidt were based 
upon the study of a very few compounds, and these were investigated at only a few 
temperatures. This earlier work showed, however, that glycerol is such an inter- 
esting and important solvent that it seemed desirable to study solutions of a much 
larger number of salts in it, and to study these over a much larger range in tempera- 
ture. The work of Dr. Guy was undertaken for this purpose. The temperature 
range in this work was 25° to 75°, and the salts investigated were potassium nitrate, 
potassium chloride, potassium bromide;sodium chloride, bromide, iodide, and nitrate; 
ammonium chloride, bromide, and nitrate; barium chloride, bromide, and nitrate; 
calcium bromide, strontium bromide and nitrate, and cobalt chloride and bromide. 

Potassium chloride, sodium nitrate, ammonium bromide, and strontium chloride 
were studied also in mixtures of glycerol with water and the alcohols. 

The viscosities and fluidities of solutions of all of the above-named salts in glycerol 
were determined at 25°, 35°, and 45°, and of a number of them at 55°, 65°, and 75°. 

The viscosities and fluidities of solutions of a number of these salts were deter- 
mined in mixtures of glycerol and water, glycerol and ethyl alcohol, and glycerol and 
methyl alcohol. 

In no other solvents is there such a marked change in conductivity with change 
in temperature, asin glycerol. This change in conductivity with rise in temperature 
may be due to either of the following causes: A change in the dissociation with rise 
in temperature, or a change in the velocities of the ions as the temperature is varied. 
That the temperature coefficients of dissociation, over the above range in tempera- 
ture, is small is shown by abundant evidence. The main factor, therefore, increasing 
the conductivity with rise in temperature, is an increase in the velocity of the ions. 
This may be due to a diminution in the viscosity of the solvent with rise in tempera- 
ture, or to a breaking down of complex solvates around the ions. We know that the 
viscosity decreases rapidly with rise in temperature, but we also have evidence that 
there is solvation in glycerol as a solvent, or the formation of glycerolates by the 
dissolved substances. 

The temperature coefficients of conductivity in glycerol are greater at high than 
at low dilution. Jones! has pointed out that this would be expected from the solvate 
theory for aqueous solutions, and the same conclusion holds for glycerol as a solvent. 
The more dilute the solution the more complex the solvate; the more complex 
the solvate the greater the change in the complexity with rise in temperature. This 
fact would indicate that glycerolates exist in solutions in glycerol as the solvent. 
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It was further observed that salts of caleium, strontium, and barium have larger 
temperature coefficients of conductivity than those of sodium, potassium, and am- 
monium. The former are very strongly hydrated, while the latter are only slightly 
hydrated. It is not at all surprising to find that the former combine with far more 
glycerol than the latter. It should also be noted that salts which have approximately 
the same hydrating power show temperature coefficients of conductivity in glycerol 
of the same order of magnitude. The same facts that came out between 25 per cent 
and 45 per cent manifest themselves also over the higher temperature range, 55° 
to 75°. The conductivities in the mixed solvents do not follow the law of averages, 
but are always less, as is shown by the deviation of the curves from a straight line. 
This has been explained by the work of Jones and Lindsay and of Jones and Mur- 
ray. Each solvent diminishes the association of the other. 

An interesting observation was made in the case of sodium nitrate and potassium 
chloride. These salts are only slightly soluble in alcohol, and yet their conduc- 
tivities in mixtures of aleohol and glycerol are strikingly analogous to those of a salt 
like ammonium bromide, which is soluble in both solvents. This would indicate 
that the deviation from this law of averages in these cases was due primarily to a 
change in the association of the glycerol. Study was made of the viscosities of 
tenth-normal solutions of all of the salts whose conductivities were measured. In 
most eases the viscosity of the solution was greater than that of the solvent, ammo- 
nium bromide being an exception. The temperature coefficients of fluidity are 
somewhat larger than those of conductivity. This would be expected, since rise in 
temperature diminishes the dissociation. This would diminish the conductivity 
and partly affect the increase in conductivity due to increase in fluidity. 

Solutions of ternary electrolytes have much greater viscosity than solutions of 
binary. Those salts whose solutions have the greatest viscosity are the most sol- 
vated or combine with the largest amounts of the solvent. This may be due to the 
fact that ternary electrolytes yield more ions in solution than binary, and there being 
more surface to the ions than to the molecule from which they came, the surface, and 
consequently the surface friction, would be thus increased. Viscosity is an expres- 
sion of the surface friction. Probably the small atomic volumes of calcium, stron- 
tium, barium, and cobalt also have something to do with the large viscosities of - 
solutions of their salts in glycerol. 

It may be said, in general, that the curves representing the change in conductivity 
of salts in glycerol with temperature and those representing the change in fluidity 
are very similar, conductivity and fluidity running almost parallel from 25° to 75°. 

Analogous relations were found to hold in the mixed solvents, the viscosity of the 
solution being nearly always greater than that of the pure mixed solvent. 

The viscosity of glycerol changes very rapidly with temperature. It is obvious 
that there is a close connection between the viscosity of a solvent and the velocity 
of the reaction in that solvent. The ions must first come near together before they 
can react chemically. The frequency of their approach is conditioned by the vis- 
cosity of the solvent. We propose to study reaction velocities in glycerol from the 
standpoint of the relation between reaction velocities and viscosity, and the change 
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in both with temperature. Dr. Guy found in this work that certain salts actually 
lower the viscosity of glycerol when they are dissolved in it. 

Jones and Veazey! had pointed out that it is only salts of potassium, rubidium, 
and cæsium which lower the viscosity of water, and they explained this fact as due 
to the large atomic volumes of these elements. 

Salts of rubidium were found to lower the viscosity of glycerol, and the same 
explanation was offered of this phenomenon that had been offered by Jones and 
Veazey to explain the similar phenomenon in water. 

Ammonium bromide and iodide were also found to lower the viscosity of glycerol. 
This is not surprising, since ammonium is so closely analogous in its properties in 
general to the other elements of the alkali group. 


RESULTS OBTAINED BY DAVIS. 


It was pointed out in discussing the work of Dr. Guy that rubidium and ammo- 
nium salts showed negative viscosity coefficients in glycerol. The salts were studied 
elaborately by Dr. Davis. He worked with ammonium iodide in glycerol at 25°, 
35°, and 45°; also at 55°, 65°, and 75°. He studied rubidium chloride, rubidium bro- 
mide, rubidium iodide, and rubidium nitrate over the same range in temperature. 

In mixtures of glycerol with water, he studied ammonium iodide and rubidium 
bromide. 

He measured the viscosity and fluidity of ammonium iodide, rubidium chloride, 
bromide, iodide, and nitrate in glycerol from 25° to 75°; also the viscosity and fluid- 
ity of ammonium iodide and rubidium bromide in mixtures of glycerol and water 
from 25° to 45°. 

This investigation had had to do chiefly with the viscosity in glycerol, and the 
lowering of the viscosity of glycerol by certain salts when dissolved in it. The con- 
ductivity data obtained confirm the conclusions already reached by Jones and 
Schmidt and by Guy and Jones. 

The viscosities of the solutions of the above-named salts in pure glycerol from 
25° to 75° were determined for a range of dilution from normal to one-tenth 
normal, and were found always to have a smaller viscosity than the solvent. The 
fluidity and conductivity curves in general run parallel to one another. It was 
pointed out by Dr. Davis that solutions of rubidium salts in glycerol are exam, les 
of salts lowering the viscosity of a solvent to such an extent as to increase appreciably 
their own conductivity in that solvent. 

A comparison of the effect of the chloride, bromide, and iodide of rubidium on the 
viscosity or fluidity of glycerol shows that the chloride has the least effect, the bro- 
mide next, while the iodide has the greatest effect on the viscosity of this solvent. 
Dr. Davis explains this as due to the molecular volumes of the salts in question, the 
cation, rubidium, being constant in all three of them. If we divide the molecular 
weights of the three halogen compounds of rubidium by their densities referred 
to water as unity, we have RbCl= 5.50; RbBr=5.95; КЫ =7.02. The effects on 
fluidities are in the same order. At 25° and normal concentration, the fluidity of 
glycerol is increased 12.2 per cent by rubidium chloride, 18.5 per cent by rubidium 
bromide, and 26.3 per cent by rubidium iodide. 
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It was impossible to prepare a normal solution of rubidium nitrate in glycerol at 
20°. А fourth-normal solution, however, produced an effect on the viscosity which 
was intermediate between that of the bromide and the iodide, which was in keep- 
ing with its molecular volume. 

The rubidium salts referred to above show negative viscosity coefficients in water. 
They also show negative viscosity coefficients in mixtures of water and glycerol. 


It is a special pleasure to thank the Carnegie Institution of Washington for gen- 
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